APPLICATIONS FOR “ADMISSION AND FOR “TRANSFER 
The Constitution provides that the Board of Direction shall elect or ‘eject | a 
applicants for Admission ord for T ransfer, and, » in order to determine > justly mi 
the eligibility. of each candidate, the Board depend largely upon 
Membership for informatio. 


This list i is issued to mem es 3 every grade or the purpose of securing a 

“all such available ‘information, ‘and every member is urged to scan careful lly 


any applicant which aid in 1 determining his eligibility. Tt i is s the Duty 


of all: Members to the Profession to assist the Board in this 


bend Iti is especially urged, in ‘communications concerning applicants, that error 


ine the record be pointed out and a Definite Recommendation as to the ‘Proper: RaAD 
Grading in Each Case be. given, ‘inasmuch as the grading must be based 
the of those who know the applicant as well as upon the 
the character or to the reputation of an n applicant, 
‘should be promptly communicated to the Board. ‘Communications Relating 
to pplicants are considered by ‘the Board as Strictly Confidential. 
e Board of Direction consider the 


Grade ane. General Requirement | Active Practice | _chargeof 


directwork 


ssociate | 
Qualified to direct, work 


——- 


funds of the Society Phe 


Graduation from a gehool of engineering of recognized reputation is “equivalent 
ceases at age of 32 unless transferred to 
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Ameo, HAAKON 

“ty ANDERSON, NOKVAL B. 
BARBATO, THEODORE... 


WILLIAM 
Barney, J.... York City. MACBEAN, DoNnaLp G.... .Medford, Ore.. 
BAROFSKY, Max.........Philadelphia, Pa..... 


MACFARLANE, Epwarp....New York City... 
BEATTIE, KENNETH W...Brooklyn, N. Y....-.- 4 McTaaaarr, A,. Middletown, Ohio... . 
BEERMANN, PavL.......-San Diego, ‘Macoon, Estus H.......Atwood, Ill 
-Ferndale, Mich. 
Ravenna Ky BENJAMIN -Philadelphia, Pa.. 
Bennet, Harotp H......Denver, Colo Little Rock, Ark. 
BIRKENWALD, §8...Charlotte, N. C 27 ...Providence, R. I. 
Brown, Burris 8S. -Boston, Mass -+...Sacramento, Cal. 
Burr, D.... . Francisco, Cal.. .Ann Arbor, Mich 
CARTER, HAROLD §...... Brookings, S. Dak. .Memphis, Tenn. 
.-Brooklyn, N. Y.. 21 JAMES N. J. 
28° JoHN H... Philadelphia, Pa.. 
A.....Chicago, Ill... “a> PARKER, WILLIAM. .- White N. ¥. 
CLEAVER, CHARLES E.....Pacific, Wash. 4  Parrart, Sypney L..... 
«Lawrence, Kans...... 5 
DEAN, JOHN B...,......St. Louis, Mo... 6 Iowa... - 6 
JAMES S... Denver, Odie. Cal. 


 DOLLIvER, EMERSON.....Berkeley, Cal.. PLUM, SVEND M........Roechester, N. 


DOWNING, RODERICK -Boulder, Colo...... Poon, LESTER J........Little Neck, N. Y. 
WALTER H.......New York City... 4 CARROLL 
DUCKHAM, FREDERIC W. .Devonshire, Bermuda. 

DUNCAN, WILLEM M... -Perth, Scotland......._ Narberth, Pa.. 
FaIsaANT, JOSEPH L.... -Baltimore, Md. REUTER, ERNEST.....,..Astoria, N. Y.. 
Farr, Forest W. . .Brooklyn, N. Y.. RICHARDS, ALBERT Z.....Salt Lake City, Utah. 
FILHO, JULIO M. DE F...Sao Paulo, Brazil. +..+.Washington, D. C..... 
FINKE, RALPH W.......Brooklyn, N. Y. . Chicago, Ill......... 
FisHBecK, Dmewzy G.....Syracuse, N. L......Philadelphia, Pa... 
‘Fox, Harotp K. -Fresno, Cal.... SERRURIER, MARK JJ. ....Los Angeles. Cal 
FRERET, WILLIAM A., JR..Miami, Fla.... gee. et _ SHULMAN, Morris J.....New York City. 
GtuKgy, HERBERT J..... -Boulder, SINGLETON, CHARLES C.. -Baltimore, Md.. 

Haient, Smas M.......Elmira, N. Y.......... SmMmEp, HAROLD F.......Rochester., N. 
CRISPIN C........New York City SNYDER, Morris K ..Pullman, Wash.. 
HATFIELD, D...Decatur, IIl.. SORENSON, JOHN........Omaha, Nebr.... 
HEMPHILL, ORA L.......Little Rock, “Ark. --Ames, Iowa...... 

HoELSCHER, LEONARD W..Los Angeles, Cal..... SUEHRSTED?, HENRY .-Hinsdale, Ill... 

HOELSCHER, RANDOLPH P.Urbana, Ill 9 TARTT, Prunus B......San Antonio, 
Horrman, Don M.......San Francisco, Cal..._ VAN ANTWERP, EuGENE I.Detroit, Mich. 

HvuTcHinson, Ropert P..Seattle, Wash +e. LOS Angeles, Cal.. 
JENES, Harry N -Ames, Iowa.......... Karu -+. Williamsport, Pa. 
Dovctas P.......New York City.. ..-19 Wappineton, Jonn C....Sheffield, England. ... 
JEUNE, JAMES F. D......Wellington, N. %. sere ‘902% x. WAGNER, Epwin B..... -Downingtown, Pa.... 
JEWEL, WARWICK R..... ¥ VERNON C.......Pittsburgh, Pa. 

KAUFHOLZz, WILLIAM. ....Baltimore, EBERHARD.......New York 

KERNOT, CHARLES ..-Yallourn, Vic., Aus. RANDOLPH -Houston, Tex. 
LALONDE, JEAN P........Montreal, Que., Can... WESTERGAARD. HARALD Urbana, Il. 
LARSON, EDWARD G......Lima, Peru... Stanford Univ.. 

LENOX, JacoB L........Brooklyn, N. Toronto, Canada 


- Utica, N. 


IVBAAT, tack B....Beaumont, Tex...... 
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does not necessarily mean that such members 


‘Sub-Professional Work; Work; RC, “Responsible. ‘Charge; 


‘D, Design. The fig figures. s showing the amount of time ‘spent in Responsible. 
tat Charge and on ‘Design are the estimate of the Applicant. The allowance : 


me of two years | for graduation | and of one-third of a year for each academic 
year. ‘successfully completed in an engineering college without t graduation 


is i included Total Time | and -Professional Work. 
(1) ABILDSO, HAAKON ANDREAS, 1033 ‘Fifty- -Seventh S&t., Brooklyn, N. (Age 27 
Born Aker, Oslo, Norway.) 1921 B. S. in Cc. E., Norway Inst. Tech. i TT 2: SP = . Aug. 1921 
to Oct. 1922 Asst. Engr., Norwegian Govt., on design as ‘field supervision of ia enh 
towers for high-tension line. 7T 1.2: P 1.2: RC 0.5: D 0.9. Jan. to April 1923 ‘Drafts- 
x man and Surveyor with Browne & Sharpe, Inc., Providense, R. I I. TT 0.8: SP 0. 3. _ April : 


stations. TT 1.9: 1.9: D 1.5 . March 1925 to date Structural Steel Designer, Union 

i Carbide & Carbon Corporation, New York City, structural steel and reinforced concrete — 

design of buildings for gas and chemical plants. TT 1. 7: P 1.7: D 1.7. TT 7.1: SP 2.3: 
4.8: RC 0.5: D 4.1. Refers to A. P. Andersen, H. C. Borchgrevink, 8. _Donnellon, 

- (8) ANDERSON, NORVAL EUGENE, 7030 Paxton Ave., Chicago, ii. (Age 29. _ Born Anna, 
ae 1920 B. S. in C. E., Univ. of Il. Be 2: SP 2. June to Sept. of years 1918 and 1919 
_ Bngr. ’s Asst., Rohrbough Eng. Co., Omaha, Nebr., drafting and surveying. June 1920 ae 
date with San. Dist. of Chicago, until Aug. 1922 as Jun. Asst, Engr., San Div., on drafting, i ieh 


ay 


OS 


5 P 6.3: RG 2: D Refers to L. B, Barker, 0. ‘Eltinge, L Kane, “Mem 
L. Pearse, H. P. Ramey, H, S. Ripley, L. C. Whittemore, pret aut 
(1) BARBATO, THEODORE, 154 Nassau St., New York City. (Age 38, Born in ‘Argentine 
Republic.) 1910 B, E., and 1914 C. E., Cooper. Union Inst. TT 2: SP 2. 1910 to 1917 
with Public Service Comm., 1st Dist., New York City, “until 1914 ‘Draftsman and Asst. 
designing subway ant elevated railroad structures, then Asst. Engr. in charge of We 
Party on Third Ave. Elevated structure, New York City. 6.5: SP 1: P 6. 
: nie RC 4.5, .1917 to 1918 Designer, | Perin & Marshall, New York City, on structural steel indus- i 
i trial buildings and power houses. TT 1: P 1: RC 1, 1918 to 1919 Designer, H. D. Best 
- Co., New York City, on reinforced concrete industrial buildings. TT 1.5: Pe 1.5: RO15. 
1919 to 1920 Designer, Concrete Steel Eng. Co., New York City, designing and detailing aS 
reinforced concrete bridges. TT 1: P 1: RO 1. - 1920 to 1923 Chf, Engr., Schuster Eng. pS 
Co., and 1923 to date Chf. Engr. , Jno. T. McCoy, Inc., New York City, designing, estimating, e 
- ent supervising design and construction of reinforced concrete and structural steel industrial “s 
commercial buildings. TT 6: P 6: D 6. TT 18: SP 8: P15: RC 8: D6. 
to EB, H. Harder, C. W. Hudson, G. M. Purver, W. Mueser, E. Wegmann. 


(4) BAROFSKY, MAX, 700 South Sixteenth St., Philade!phia, Pa. (Age a7. Born Phila- 
 delphia, Pa. ) 1921 B.S. in C. B., Univ, of 2: SP 2. Jan. 1922 to date with 


highway bridges, mainly concrete. “arches, and since then Asst eer. 
Bridge and Sewer Div., of Highways, or Investigation of making reports 


‘The fact_that anplicants ve the names of certain members ac ferences 
number in the center above each record indicates the serial 
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Cheltenham, Pa.) 1926 B. S. in C. E., Towne Sci. School, Univ. of Pl" Sing to Sep 
R Remington & Vosbury, Camden, N. J. June to Sept. 1925 Transitman, — A 
Istana Development Co., giving lines and grades for street paving, etc. TT 2: aes 
Refers to H. C. Berry, E. T. Grandlienard, H. P. Hammond, W. 8S. Pardoe, F. P. Witmer. — ay 
BEERMANN, PAUL, 3601 Grim” Ave, San Diego, Cal. (Age 22. Born ‘Tsingtan, 
China. 1926 B. 8. in C. Univ. f S. Cal. ATT. SP 1923 to 1924 and 1926 


eit 3 Beermann, Bldg. Contr., San ‘Diego, Cal. TT 0.5: P 0.5: D 0. 5. Passi TT 2.5 SP 2: 
0.5. Refers to R. M. Fox, J. W. Ludiow. ote myles ina 

~q@) BEERS, LESLIE CARL, 310 Wordsworth Ave., Ferndale, Mich. 53 (Age 26. Born Owoss 


Mich. 1924 B. s., ‘Univ. of Mich. 2: SP 2. 1924 to Feb. 1926 with City of Royal 


for City Hall and City ‘Jail, etc., and after “1925 Asst. City 
_ Engr. , supervising construction of storm sewers and design and construction of pavements, 
- water-main extensions and sidewalks. TT 1.7: P A.7 : RC 0.6: D 1.1. | Feb. 1926 to date Chf. 
and Engr., ‘Metropolitan Eng. & Constr. Co., Detroit, ‘Mich., designing and platting 
subdivisions, laying out sewer and water- “distribution systems, designs for residences, stores 
Fn and factory buildings. TT 0.7; P 0.7. TT 4.4: SP 2: P 2.4: RC 0.6: D 1.1. Refers — 
Beauvais, A. J. Decker, W. W. C. Hoad, R. L. McNamee, W. C. “Russell, 
BRONSON, JOSEPH CHANDLER, West ‘Broad St., ‘Columbus, Ohio. 25. Born 
tha at Columbus, Ohio.) — 1924 B. C. B., Ohio State Univ. bj 2: SP 2. June to Sept. 1923 Chain- 
a Rane “man, Rodman anit Instrumentman, Detroit Edison Co., Trenton Channel Power Plant. Nov. 
oo SORE May 1924 (spare time) with State Archt. of Ohio, as Instrumentman and Chf. of 
Fatty, State Fair Columbus, Ohio. Aug. 1924 to date Res. Ener. and in charge 


ee 


, Columbus, Ohio. TT 2.8: P 2.3: RC 2.8. 7? 4.8: SP 2: 
a Pp 2.8: RC 2.3. — Refers to BE. G. Bradbury, F. H. Eno, C. ‘iT. Morris, J. C. Prior, J. R. Shank, 


(8) CLAUSEN, “ARNOLD ALVIN, Room 803, LaSalle ‘St. Station, Chicago, Ill. (Age 36. 
Born Boyd, Ore.) - 1915 B. Ss. in Civ. Eng., Ore. State Agri. Coll. TT 2: SP 2. Oct. 1915 
July 1916 Topographer, Oregon State Highway Comm., location ‘survey of Columbia 
R ‘River Highway, made 1 maps, computed earthwork, etc. TT 0.8: SP 0.8. Dec. 1916 to Feb. 
Draftsman, ‘Fargo Eng. Co., tracing and detailing plans for power-development 
+5 TT 0.8: SP 0.8. _ July 1917 to July 1919 with U. s. | Army Engrs., 1 7/12 years in A. E. F., 
Master Engr., ‘Senior Grade. 2: SP 2. Sept. 1919 to Nov. 3982 with Oregon State 
“fi Highway Comm., , 6 months as Inspector on 600-ft. reinforced concrete viaduct and later Res. ep 
Bngr. on. of steel, timber and concrete bridges. 2.8: P 2.3. Jan. 1923 to 
July 1926 Associate Highway Bridge Engr., U. S. Bureau of Public Roads, preliminary 
investigations for, reviewed and approved plans and inspected construction of, highway 
ints bridges, including four over Missouri River (spans over 400 ft., deep foundations, pneumatic | 
wee - gaissons) ; inspected foundations of three of these bridges during construction.. TT 3.5: 
a4 \ P's 5: RC 8.5. July 1926 to date Designing Draftsman, on design and plans for railway 
= bridges, Chicago, Rock Island & Pacific Ry. Co. TT 0.4: P 0.4: RCO 0.4. TT 11.8: 
BP 5.1: P 6.2: RO 3.9. Refers to W. V. Buck, G. L. -Gampen, R. E.. Edgecomb,’ J. A. Elliott, 
= H. Lotter, C. B. McCullough, R. B. Wright. 


: SP 2. Nov. 1896 to May 1898 Rodman and Leveler on Brie 
New York State. 1.5: SP 1.5. June 1898 to June 1900 Asst. Engr., Kushequa 
(Pa) R. R., on location and construction. a: P BSS. _ June 1900 to April 1902. 
; _ Structural Steel Draftsman, New York Navy Yard; designed steel for several buildings, car — : 
ne, float bridge, caisson and outline design of dry dock. TT 1.8: P 1.8: D 1. 8. April 1902 _ 
. to Aug. 1904 Prin. Asst. Engr., Bush Terminal Co., Brooklyn, N. Y.; designed ‘wooden sub 
- gtructure of docks and a steel superstructure ; then acted as Supt. of Constr. over all work, — 
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pile driving, timber 3: P 2, 3. RC 1.5: 
- to May 1907 Asst. Engr., Brooklyn Rapid Transit Co. ; ‘ “designed ash station 
New York shops; in charge of civil engineering part of anh Station, 
- Sands St. and Parkville Substations, East New York shops and yards, TT 2.7: P 2.7: 
RC 1.7: D 1. May 1907 to July 1908 Chf. Engr., Conpat Range Co., in 
1909 to Jan. 1910 Supt. of Constr. on two buildings, “Hurley Mason Co. , Tacoma, Wash. 
aT 0.8: P 0.8: RC 0.8. Jan. . 1910 to Jan. 1912 Asst. Engr., Oregon. Washington R, R. & 
Navigation Co.; designed a dock and had charge of construction of several viaducts and 
bridges around their depot in Seattle, TT 2: P &: RC 1.5; D 0.5, March, to Sept. 1912 
Supt. of Constr., Grant Smith & Co.; put concrete paving on Bow River Alberta, 
a Canada. TT 0.5: P 0.5: RC 0.5. April 1913 to Nov. 1916 Asst. Engr., Inter County River 
- Improvement, King and Pierce Counties, Wash.; made topographical survey; and was Supt. ; 
- of Constr. on bank protection of White River; built deflection walls, revetment, etc. TT 8. 6: 
J PP 8.6: RC 3.6. 1916 to Aug. 1921 contracting in Pennsylvania; built several mine switches; : 
- remodeled cast house to blast furnace, relaid and ballasted several miles main line railroad, 
built car scales, concrete bridge (about 150 ft. long), etc. TT 5: P 5: RC 5. April bag 
Dec, 1922 Asst. Engr., railroad location, and Supt, of Constr. on Soldiers Meadow Dam 
“4 | Beattie, TT 0.7: P 0.7: RC 0.7. Dec. 1922 to 1923 Structural Designer, City of ‘Seattle, 
on steel towers for Skagit Transmission Line (8 months) ; ; and Asst. Engr., location, ‘Puget 
Sound Bridge & Dredging Co. preliminary survey and location of of railroad 
(5 months). 7T 1.1: P 1.1: RC 0.4: D 0.7. Jan. to May 1924 Asst. to W. J. 
_ Kelso Port Project. TT 0. 4: P 0.4: RC 0.4. Sept, 1924 to April 1926 Structural Designer, 
Bh, Portland Cement Co., on concrete towers, tram line terminals, Hercules Mill Bldg., 
16: P16: D16. 29.2: SP 3.5: P (25.7: RC 19.4: D 6.4. Refers to J. 
Brackenridge, P. Goodrich, Klapp, S. Ss. ‘Murray, W. ‘Panhorst, W. J. Roberts, S. 


(1) CONNINGTON, CHARLES SIMPSON, 488 Murray St., Pelham Manor, N. Y. _ (Age 23. 
‘Born New York City.)_ (1925 B. S. in C. E., . N. Y¥. Univ. { TT 2: SP 2. _ June to. Oct. 1922 
Rodman, Board of Estimate, New York City, A ug. to Nov. 1924 Asst. to Engr., Carroll Constr. 
oO. , Ossining, N. Y., on line and grade for concrete county road. Nov. 1924 to April 1925 
un. Engr., Tunnel Div., Board of Transportation, New York, triangulation for subway 
TT 0.4; SP 0.4. April to Oct. 1925 Chf. of Party, Empire Gas & Fuel Co., Ltd., Wellsville ¥ 
on for inventory of Company’s natural gas properties. TT 0.6: PO, 6. Oct. 
to Dec. 1925 Computer of surveys with Cowan, Dempsey & Dengler, Inc., New. York City. 
TT 0.2: SP 0.2. Dec. 1925 to May 1926 Associate Editor, Oil Trade Journal, Inc., New York ake 
_ City. ¢ 0.4: SP 0.2: P 0.2: RC 0.2. May 1926 to date Engr. with H, & §S. Sonn, Inc., 
~ Sunny Ridge, Harrison, N. ~-Y., in charge of all field work on real-estate developmenis, sur- 
sat veys, roads, sewers, gas ond water services, estimates, etc. TT 0.6: SP 0.1: P 0.5: RC 06. | 
att TT 4.5: SP 3.2: P 1.8: RC 0.7. Refers to W. W. Brush, A. Haring, E. G. Hooper, C. T. ) ye 
Schwarze, C. H. Snow, D. S. Trowbridge, A.S. Tuttle, 


(7) CORNELL, GEORGE MILTON, 2525 Colfax Ave. South, Minneapolis, Minn. (Age 21. 


‘Born Chicago, Ill.) 1925 B. 8., Cell, of Eng. , Univ. of Minn. TT 2: SP 2. July 1925 to 


t date. Draftsman in Bridge Depts., Minneapolis, St. Paul & Sault Ste. Marie and (since Dec. a 
1925) Northern Pacific Ry. Cos. TT 1.4: SP 14. TT 8. 4: SP 8.4. Refers to Bass, 
. Clements, A. 8. Cutler, oO. M. ‘Leland, berg) 
(14) DAWSON, FRANCIS MURRAY, Univ. of Kansas, Lawrence, Kans. (Age 37.. 
Truro, N, 8., Canada. ) 1910 B. 8. in C. E., Nova Scotia Technical Coll. 1913 Mz. C. EB. 
ig Cornell Univ. TT 2: SP 2, June 1905 to Sept. 1906 Chainman and Timekeeper, Canadia 
Govt. Rys., ‘Truro, N. S. TT 1.8: SP 1.3. May to Sept. 1907 ‘Timekeeper and owe 
Pacific, La Tuque, Que. to Sept. 1! 908 Asst. to contractors 
St. Peopetuc, Que. to 1909, ‘geological: 


1911 on paving, sewers ‘and N. bit TT 0.4 SP P 0.28. 
- Sept. 1910 to May 1911 Instructor in, and Sept. 1911 to May 1912 Asst. Prof. of, Civ. Eng, 
Nova Scotia Technical Coll. TT 1.2: SP 0.6; P 0.6.. May to Sept, 1912. in design office, — 
Dominion Bridge Co. , Lachine, Que, 0.4: SP 0.4. ,June 1913 to Feb; 1914 on drafting 
ay design, and Feb, 1914 to Feb. 1915 Field Engr., Halifax Ocean Terminals. TT 1.7; pe 
P1.7: RO 1. 3 ns 1915 to April 1919 with Canadian Army overseas, until Nov. 1915 as Lieut., F 
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da atter “June ‘1915 with Engrs, 


 fitember of firm, Monks, Manhard & 2 TT 0.7: P oye ‘RO 1920 to 
Aug. “1921 Director in charge of research and promotion, Super Cement American, Ltd 
PF 1. 6: P 1.6: RO 1: D 0.6. Sept. 1921 to Jan. 1922 Asst. Prof. of Hydraulics, Cornell 
‘Univ. , Ithaca, N. Y. 77 0. 4: P 0.4: RCO 0.4. Jan. to Sept. 1922 special weir investigation 
a at Cornell Univ. TT 0.7: P 0.7: RO 0.4: D 0.8. Sept. 1922 to June 1924 Associate Prof. 
‘im charge, and Sept. 1924 to date Prof. of Hydraulics Univ. of Kansas; since Sept 1926 : 
 “‘Bilgo Men’ 8 Student Adviser. June to Sept. 1923 designed and installed hydraulic laboratory ca 
for Univ. Kansas. June to Sept. 1924 studying hydraulic laboratories in Europe. June 
to Sept. 1925, special ‘weir investigations, Cornell Univ. ; during school year Cons. Engr., 
‘Bowersock Mills & Power, etc. TT 4.38: P 4.8: RO 2.6: D 1:8. PT 19.2: SP 6.8: P 12.4: 
¥ _ ~Re 8.6: D 8. Refers to F. A. Barnes, B. Boyce, H. A. Rice, J. W. Roland, E. W. Schoder, 
GoM. ‘Steeves, G. G. Underhill, Bied pievisl aiid Jo sisted te. 
— a4) DEAN, JOHN BOWEN, 45888 West Papin St., St. Louis, Mo. (Age 39. Born 
_ Marshall, Mo.) 1908 B. 8. in C. E., Univ. of Mo. 1916 Chemical Engr., International Cor- — 
reapondetice School. SP 2. June to Sept. 1907 Tapeman, Chicago, Milwaukee & St. 


of South Harlem Sewer, 12 ie 9 ft. reinforced concrete arch sbetiod. 
Jan. to Aug. 1912 Bngr., Special Hight Mile Road Dist., res 
on surveys, estimates and plans for highway construction. TT 0.7: P 0.7: RC 0.7. Sept. 
1912 to June 1920 with U. S. War Dept., St. Louis Engr. Office, 1 year as Surveyor and 6% 
7 years Jun. Engr., engaged as follows: Sept. 1912 to June 1913 Surveyor on dredge boat; 
July 1913 to June 1914 in charge of U. S. ‘Survey boat Meramec, on surveys, soundings and > 
34 tertiary triangulation along Mississippi River; June 1914 to Sept. 1916 Chf. Fuel el Chemist — ‘ 
> after Oct. 1916 with U. 8. Experimental f 
Tow Boat Board in ‘charge of tests on boats. . 17 7. 8: P 7.8: RC 7. July 1920 to date Asst. oe 


fe Engr., Water Div., St. Louis, on New Missouri River Water Works, until April 1925 on Bf ving 


“house, smoke stack and other minor structures (total contracts $1 315000). TT 6.4: P 6.4: ig 
RO 1.6: D 58. 19.8: BSP P 16.8: : RO 10.8: D 4.8. Refers to 8. C. Baker, C. M. 
H. R. J. “Meyer, J.C. Pritchard, 
JAMES SILAS, 830 East Nineteenth Ave., Denver, Colo. (Age 42. Born 
_ El Moro, Colo.) 1911 B. 8. E. B., Univ. of Colo. 77 2: SP 2. July to Dec. 1901 Rodman _ fee 
with County Surveyor, Garfield County, Colo. TT 0.5: “SP 0.5. Jan. to Sept. 1902, April 
1903 to, Sept. 1906 and 1911 to 1915 member of firm, The DeRemer Water Wheel Co., acted _ 
as Draftsman, Designer and Supervisor of installations, made investigations of hydro- -projects, — 
ete. TT 6.8: SP 4: P 2.8: RC 2: D 2. - Sept. 1909 to March 1910 (while student) taught — 
mechanical drawing, etc. » Univ. of Colorado. Oct. 1915 to date with Denver & Rio Grande | 
_R. R., as Rodman and Draftsman and (since May 1918) Pilot Engr., Valuation Engr.’s office, 
on Federal Valuation, field and office; June 1921 Asst. Engr. on reconstruction of main line 
_ between Pueblo and Canon City, Colo., and Aug. to Oct. 1924 in charge of construction of “i 
tunnel detour near Eureka, Utah. TT 11.2: SP 10. 9: P 0.8: RC 0.3. TT 20.5: 17.4: 
8.1: RC 2.8: D 2. Refers to C. A. Betts, I. C. Crawford, H. 8S. Crocker, w. 
C. Hinderlider, R. I. Meeker, A. O. Ridgway, TT: 
(1) DOYLE, WALTER HENRY, 325 East 194th St., New York ‘City. (Age 25. Born New 
¥ York City.) 2d-year student in Civ. Eng., Cooper Union Night School. Feb. 1922 to Nov. pin 
1923 Transitman, tp ee and Rodman with Douglas Knox, Bronx, N. Y., surveys, levels, 
cross-sections, ete. 2PT. LBs ; SP 1.8. Nov. 1923 to Jan. 1925 Field Engr. and Asst. Supt. 
Rosenthal Eng. & Contr. Co., Brooklyn, N. Y., laying out foundations, piers, cross- sectioning 
setting steel, grillages and concrete forms, general layout of temporary plant, figuring quan- 
tities and cost for subways and public buildings, ete. TT 1.2: P 1. 2. Jan. . 1925 to Feb. — 
3 1926 Chf. of Party for Robert A. Smith, New York City, surveys, level lines, cross-section- ie 
= ‘ing, setting and centering steel and. grillages, setting piles and foundations, gathering data et 
and making computations. TT 1.2: P 1.2: RC 1.2. Feb. 1926 to date with L. G. L. Smith, — : 
Cone, Engr. and Surveyor, Long Island at present as Cht. of Party on -sub- 


a 5th Army Troop Co., 8th Field Co., and sth 
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SP 1. April to Oct. 1910 Res. Engr., Minnidoka & Southwestern R. R., on construction. 
_, TT 0.6: P 0.6: RC 0.6. March to Dec. 1911 Inspector, Sewer Dept., St. Louis, Mo., on con- 
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re ads, ete., establishing grades, preset estimates, etc. TT 0. 8: P 0. ee TT 5: SP 1. 8: e 
P 8.2: 1,2. Refers to J. A. Brigg Endemann, Meltzer, L. Schoonmaker, 


a 
(1) DUCKHAM, FREDERIC WILLIAM, Bermuda (Temporary address, 22 Bast 
88th St., New York City.) (Age 51. Born Blackheath, England.) 1895 to 1897 Asst. 
to, Frederic Eliot Duckham, at Millwall ‘Docks, London, England. — TT @: SP 1: P 1: Di 
1897 to 1898 Engr. for W. T. Douglass, in charge of construction of. two small jetties, etc., 
at Margate. TT P 0.5: RO 0.5. 1900 to 1901 Engr., Henry Lovatt & Son, on railway 
bridge construction in Norfolk, ‘England. TT 1: Pi. 1898 to 1900 Asst. Engr. on con- 
‘struction of Surrey Commercial Docks, London. 1901 to 1903 Engr., and 1908 to 1909. Supt., 
on construction of Admiralty Harbor, Dover. — 1909 to 1912 Supt. on pier widening within 
Dover Harbor and 1912 to 1917 Supt. on George Vv Dock, Port of London, all for 8. Pearson 
e Re & Son, Ltd. | TT 18: P 18: RC 14: D 1. 1917 to 1918 Deputy Controller for M. W. D. p 
(Tanks), 1: P 1: RO to 1919 Chf. Engr. (Advisory) to, American Cellulos 
New York City. TT 1: Pil 1919 to 1926 ‘supervision of design and constructio of 
reconstruction in England, ineluding special ferro-concrete as at Trattord Wharf, Man hester, 
7: RO D 2 TT 30.5: SP 1 : P 29.5: Ro 17.5: 4. Refers, to Gibb, 


st 
Japp, Moir. (Applies in accordance with a Sec. 1 Art. I, 


_DUNCAN, WILLIAM McFARLANE, Kuock Earn, Needless Rd., erth, Scotland. 
30, Born Perth, ‘Scotland. ) Student (evenings) in mechanics, _theory of structures, etc., 
: Dundee Tech. Coll. (1911 to 1915) and in _ engineering, Glasgow Tech, Coll. (1919 to 1921). 
Aug. 1911 to Aug. 1915 “Apprentice, and: Aug. 1915_ to Feb. 1921 Asst. Engr., Dist. Engr.’ 
Office, ‘Caledonian ‘Perth and Glasgow, Scotland, on surveys ‘of stations, schemes of pro- 
4 posed alterations in yards, design of points and crossings and small ‘steel bridges, mainte- 
- nance of open lines and Forth and Clyde Canal and Grangemouth Docks, etc. T 9. 5; SP 6: 
$8.5: 3.5. Feb. 1921 to date Asst. _Engr., Rys., Tanganyika Territory, ‘Bast. Africa, on 
maintenance open lines, river diversion (2 miles long), reconstructed bridges, prepared 
surveys for river training work, proposed branch lines, etc.; made location survey and had 
ra charge of construction of Moshi-Sanga Branch Line (33 km. long), including three. small 
a girder bridges and a number of culverts; acted as Asst. to D. G. Heslop, on Tabora-Kahama ; 
line construction, relocating 30 km. of line, water-supply, etc.; at present on leave of absence. on 
TT 5.8: P 5.8: RC 8: D 2.8. 14.8: 6: P 88: RC 8: D 5.8, Refers fe 


"Heslop, G. Moncur, (Applies in accordance with Sec. 1, of the By-Laws.) 
(8) FAISANT, JOSEPH LEON, 41 Knickerbocker Bldg., Baitimore, Ma. Born 
Jersey City, N. J.) (1924 C. E., Rens. Pol. Inst. IT 2: SP 2. Nov. 1924 to March 1925, 
Inspector, 3d Dist., Mississippi River Comm., field drafting. 0.8: 0.8. Nov. 1925 to 
date Engr. with Van Rensselaer P. ‘Saxe, Cons. Engr., drafting, design and 
Par 7 1.8: 8P 0.8: P 1: RC 0.4: D 06. TT 4.1: SP 8.1: P 1: RC 0.4: D 0.6. Refers to 
. R. Cary, L W. Clark, E. M. Frost, Rousseau, V. P. Saxe, W. C. Schnabel, A. M. 


FARR, FOREST WILLARD, 55 Hanson ‘PL, Brooklyn, (Age 23, jorn “seattle, 
Wash. ) 1926 B. 8. in C. E., Univ. of Wash. 2: SP ‘March 1926 to date Draft taman 
with | Stone & ‘Webster, Inc., Brooklyn, N. Y., on steel and reinforced concrete detailin ng an 
‘steel “design. TT 0.5: SP 0.8: P 0.2: D 0. 2. TT 2.5: SP 2.8: P 08: D 02. Reter 
L. Collier, J. B. Hamilton, A. Meyer, C. C. More, Rathbun, ms} 


= 
FILHO, JULIO MIGUEL DE FREITAS, 36 Rua Abilio Soares, Sao ‘Paulo, Brazil. 
28, 


5 


had 


2: SP 1.4: 0.6: RC 0.6. Dec. 1920 to Oct. ‘Engr. on of six. 
‘forced warehouses on reinforced concrete pile foundation. TT 0.9: P 0.9: RO 0. 9, 1921 

to Jan, 1923 Engr. on construction of Esplanada Hotel, “Sao Paulo, ‘Brazil. TT 1. ‘8: P 1. 3: : 

RC 1.8. Feb. 1923 to April 1924 Mer., Companhia Constructora em Cimento Armado, Sao. 28 be 
Paulo, reinforced. concrete building construction. TT 1.1: Pi. 1: RC 1.1. May 1924toJune 
1926 with Companhia Constructora Nacional, Wayss & Freytag, 1 year as Mer. at Sao Paulo — 
on reinforced concrete building and bridge construction, and 1 year as Chf. Engr. ie Bs oe 
2: RO 2. 1926 to date _Chf. Engr., at Companhia Constructora de Santos on Sao 

TT 0.8: RO 0.5. TT 9.8: SP (8.4: P RC Refers to J. M. 
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of 
$500 000), including railroad sidings, ete., made drawings and 


improvements. TT 0.8: P 0.8: RC 0. April 1926 to date Uhf. Engr. in charge of develop- 


FINKE, RALPH WILLIAM, ‘Hansen: Pl., Brooklyn, N. Y. (Age 25. Born Madison, 

- 1926 B. S. in C. E., Univ. of Wash. TT 2: SP i _ June to Dee, 1922 Head Chainma 7 
Levelman with Stone & Webster, Inc., Seattle, _Wash., on transmission-line Survey. 
TT 0.5: SP 0.5. June to July 1923 Drafteman, City of Seattle, on Skagit River hydro- a 
- electric: development. — July to Nov. 1923 Transitman and Chf. of Party with A. H. ne 
Seattle, on land survey in Alaska. June to Oct. of years: 1924 and 1925 and May to Sept. : 
1926 with Stone ‘Webster, Inc., as ‘Transitman, Topographer and ‘Draftsman, construc- 
dam and tunnel, Baker River (Wash.) hydro-electric development, ‘etc., nd in. New 

City on reinforced concrete and steel detailing, design of steel buildings. wy 0.8: 
SP. 0.8: DO. 1. Sept. 1926 to date Draftsman, Texas Co., New York City, structural drafting — 


on buildings, ‘Pipe layouts: for steam and water. TT 0.2: SP 0.2. TT 8: SP 8: D0. 


to I. L. Collier, J. B. Hamilton, A. Meyer, C. More, Rathbun, D. 


= ie New Orleans, La. ) June 1912 to June 1913 Rodman and Inspector, New Orleans Lake ;, 


— FRERET, WILLIAM ALFRED, Jr., 130 North East Second Ave., Miami, Fla. e (Age 31 


Shore Land Co., “reclamation and highway construction. TT 1: SP 1. July 1913 to July 
Rodman to Transitman, Virginia- Carolina R. R. Abington, rr 1: SP 1. 


ts Abe 1916 Field Engr., J. D. & J. F. Funk, Paradis, La. tn charge of construction, land 
reclamation, canals, highways and bridges (project $250 000). T? 1: 1 : RO 1. Aug. 
1916 | to March 1917 Asst. Engr. on railroad location and farm drainage, and Jan, 1919 to 
April” 1920 Res. Engr. - in charge of location and construction, including terminals, Truxillo 
R. R. Co. (United Fruit Co.), Trujillo, Honduras. : RC 1.8: D 1.38. April 
1917 to Jan. 1919, with U. S. Army | as Private and finally ist Lieut., in command 10th Battery, . ue : 
N. A. R, D., Field Artillery. 1920 to April 1922 Field Ener., Lord Constr. Co., New 
City, in charge of field ‘construction of United States Hangar at Lakehurst, N. J 


«TT 19: P19: RC 1.9: Di. April 1922 to June 1924 ‘Asst. Engr. and Div. Engr., 

‘ington Surburban San. Comm., sewer and water lines ‘and ‘pumping plant construction. TT 
2. 2: P 2. 2: RC 2. D Juno > to Oct. 1924 w with National L research | 
in with construction, TT 0.4: P 0. 4: : RC 0.4. to Nov. 19250 Field Engr., 


England Portland Cement & “Lap Co., Rockland, charge of construction o 


outlays for proposed cement plant. 77 1: RC D 0. 5. Jan. to April 1926 Field Engr. 
and Res. Engr., Huff & Roberts, Engrs., Miami, Fla., had charge of 37 subdivisions. and 


— of Key Largo Club Properties, “Qlasing canals, constructing highways and bridges, golf _ 
course, golf club and swimming pools (approx. $1 000 000). TT 0.6: P 0.6: RC 0.6: D 0. 6. ; 
TT 12.5: SP 8.5: P 9: RC 8.4: D 4. 8. Refers to H. C. Berry, J. A. Fahy, H. R. Hall, V. E. 


Huff, J. C. Meem, R. B. Morse, O. A. Sand 

HAIGHT, SILAS MAXWELL, 29 Baldwin St., Elmira, N. Y. (Age 43. Born Elmira, 
N.Y.) 1908 C. E., Lafayette Coll. ae SP 2. 1908 to Aug. 1917 with City of Elmira, 


a - “antit 1909 as Transitman, then Chf. of Party on design and installation of sewers 


roads and pavements, retaining walls, parks, etc. TT 8.7: SP 1: P 7.7: RC 6: D 1. a 


_ Aug. 1917 to Dec, 1918 with U. S. Army until Nov. 1917 at Training Camp, Fort ‘Niagara, 
N. Lieut., 475th Aero Squadron, A. E. F.; in full charge of design and installation 
sewers, water-works, disposal plants and buil dings, airdrome, Lopoombe Corer, England. 


TT 1.2: 0.2: P 1: RC Jan.—Dec. 1919 designed and installed pitch filled brick pave- 
ate 


‘ment ($60 000) for Village of Elmira Heights. TT 1: P 1. Jan, to July 1920 designed and 
- installed bituminous macadam > pavement for Town of Elmira ; Aug. 1920—Dec. 1923 Res. 
Engr. and in responsible charge of concrete | bridge at Elmira, under B. H. Davis, Designer: 
ae Jan. 1921 to Dec. 1923 also constructed 5 miles reinforced concrete pavement in 
Chemung County. AE ALP RO Jan. 1924 to date Engr., Highway Products & Mfg. 
Inc., Elmira, N. had complete charge of design: and installation of road and 
flumes, drainage of airports: and golf courses, jack ‘ing pipe thr ugh ‘fills, 
culvert load determination, etc. ; retained by American, Concrete Box-On Corporation to work 
out application of concrete form. TT 2.9: P 2.9. TT (19.9: SP 3.2: 16.7: RC 9.8: 


D 1.8. Refers to S. Bascome, C. M, Colvin, B. H. Davis, R. T. Lewis 


HALL, CRISPIN CLEMENT, 2492 Seventh We, Ney (Ase 26. Born 
Bridgetown, Barbados, B. Ww. 1926 S., Mass. ‘Inst Tech. TT 2: SE ‘Refers to 
_C. M. Spofford, C. H Sutherland. 
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(8) HATFIELD, WILLIAM DU RELL, 2 249 Linden PL, Decatur, I, (Age ie 
Ronville, Ill. ) 1914 B. S., Illinois Coll. ., 1916 M. S., and 1918 Ph. D., Univ. 
2. 1914 to 1918 graduate student, Univ. of Illinois, also Asst, Bacteriologist, Chemis 
Chemist, Tilinois Survey and (1 month) Caqns. Chemist, Davenport 


treatment, initial “pperation of Sitration (plant, 
sewage disposal and mosquito control. TT 1: P 1: RO 1. ° 1919 to 1920 Prof, Physical and 
_ Organic Chemistry, Montana State Coll. TT 1: P 1: RC 1. . 1920 to 1923 Supt., water-filtra- 
saah tion plant, Highland Park, Mich. TT 3: P 8: RC 8. 1924 to date Supt., sewage disposal- _ 


"RO 8.7. Refers to H. E. Babbitt, M. L. ‘Enger, S. A. P. Hansen, Ww. 


Holbrook, E. D. Rich, A. N. Talbot, WwW. ‘D. Pi 


Calvert, Kans.) "4900 1 B. Okla. Agri, Mech, Coll. TT SP Fane, 1909 
Inspector on building construction, Oklahoma Agriculture & Mechanical Stillwater, 
Okla. TT 0.8: SP 0.8. Sept. 1909 to June 1910 Map Draftsman for | Winder & Tansey, 
_ Jonesboro, Ark. TT 0.8: SP 0.8. June to July 1910 Rodman and Chainman, Oklahoma af 
Public Service & Interurban Lines, Stillwater. 0.1; SP 0.1. Sept. 1910 to June 1911 
_ Instructor of mechanical drawing, Oklahoma Univ. Preparatory School, Tonkawa. TT 0.8: 
0.8. Dee. 1912 to May 1913 Map Draftsman, G. H. Tansey Map Co., Little Rock, TT 
SP 0.5. June 1913 to Sept. 1917 with Miller- Butterworth Co., | Little. Rock, on, drainage” 
work: ‘until Dec. 1913 as Draftsman and Office Engr. on. surveys, Jan, to July (1914 
protection and dam construction and after Oct. 1916 Office ‘on on surveys 
design, supervision of drainage and of river bank protection and dam work. 
«TT 4.8: 8P 0.8: ® 4: RC 2.2: D 1.2. Oct. 1917 to July 1919 with U.S. Army as ist Lieut, 
Engrs. and Capt. A. Ss. gi; training in U. 8., and on railway construction and highway main- 
a: tenance in France. TT 1.8: SP 0.8: P 1.5: RC 0.5. Aug. . 1919 to Aug. 1921 Office Bngr. 5S 
tor F. A. Pritchett, Cons, , Little Rock, Ark., of design and plans for — 


oe 6.1: RO 4.5: D 2. TT 17.8: SP 4.8: P 18. ‘5: RC 8.7: D 5.8. Refers to N. B. ‘Garver, 
A. Gerig, A. R. Losh, A. M. Lund, D. A. Warden, W. Zass. 
HOELSCHER, RANDOLPH PHILIP, 1107 South Busey Ave., Urbana, Mil. 
ea Born Evansville, Ind.) Registered Structural Engr., State of Illinois. 1912 B. S. in C. B., 
= Purdue Univ, iP; 2: SP 2. Sept. 1912 to Sept. 1916 Structural Bngr., Geo. L, Mesker & © 
Co., at Evansville, Sai. "designing and detailing structural steel for buildings, etc. TT 4: ‘, 
ae P 4: RC 2: D 4. Sept. , 1916 to Sept. 1918 Instructor in Physics, Baldwin Wallace Coll., 

_ Berea, Ohio, also taught analytical mechanics and descriptive geometry. | TT a: P2: D2. Aes 
ty ‘Sept. 1918 to date with Univ. of Illinois, first as Instructor, then Associate, and since 
Bene 1922 Asst. Prof. in Gen. Eng. Drawing. _ Summers 1917, 1919 and 1920-1926 on graduate as 
i. ‘study, teaching and work on textbook on engineering drawing in ‘collaboration with H, H. ae 
ay Jordan. June to Sept. 1918 with National Carbon Co., Cleveland, Ohio, on design of large 
mill buildings. June to Sept. 1920 with Royer, Danely & Smith, Archts., Urbana, on 

design and “drawing of. foundations and reinforced concrete for large high school 


» 


Occasional private practice on large residences. 

SP 2: P 14.8: RC 6.5: D 10. ‘Refers to Baue ter, M. “Enger, 1 
(13) HOFFMAN, DON MARION, Care, U. S. Forest Service, Ferry Bldg., San. Francisco, Cal. 

: oy (Age 29, * Born ‘Stockton, Cal.) 2 years (prior | to 1917) Student, Polytechnic Coll. _ of Engi- 
neering, Oakland, Cal. «TT 0.6: SP 0.6. Sept. 1917 to Jan. 1918 Draftsman and Instrument-— 
man, War Dept., San Francisco. TT 0.4: SP 0.4. Jan. 1918 to Jan. 1919 Sergeant, 1st — 

: CL , 4724 Engrs., as Draftsman and on field surveys. 77 1: SP ie, Jan. 1919 to date with — 

Ne U. S. Forest Service, San Francisco, as follows: 1919 to 1921 Topographer and Acting Cht. : 
of ‘Party on topographic surveys; 1921 to 1924 Chf, of Party on surveys ;_ since 1924 Chf. 
 Sarverer in charge of road location, estimates of construction, also Acting Chf. of Devt, of ahs 
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to F. onner, D. Bo owlu us, B. B. Burnett, Cc. F. H. Fowler, EB. W. 


pg HUTCHINSON, ROBERT PADDOCK, 604 East Union St., ‘Seattle, Wash. (Age 25. 
Born Tacoma, Wash.) 1925 B. ‘Ss. in ©. E., Univ. of Wash. TT 2 : SP 2. Dec. 1921 to F 
June 1922 with Jarrett-Chambers Co., Inc., as Rodman and Transitman and (after April 1922) in 

of mapping and dam-site exploration 0.5: 0.8: P 0.2: RC 0. 2. July to Oct. 
- 2922 Levelman, Pacific Power & Light Co. TT 0.2: SP 0.2. July to Oct, 1924 Rodman, = 
. Washington State Highway Dept. July to Oct. 1925 Street Paving Inspector, Springwells, 

% ‘Mich., inspecting storm sewers and concrete paving. TT 0.2: P 0.2. Oct. 1925 to March — 7 
1926 Steel Detailer, Post & ane structural steel for East River Power Station. — TT 0. 5: me 


ow 


0.5. Refers to F. Allison, R. H. ‘Chambers, I. Collier, R, ‘A. Hucstia, C. More, 
_ (1) JEPPE, DOUGLAS PAINTON, Care, Standard Bank of South Africa, 67 Wall 8t., , New 
‘York City. (Age 25. Born Trevator, South Africa.) 1926 S. B., Mass. Inst. ‘Tech. July to 
Aug. 1928 Line and Levelman, Gulf Refining Co., Port Arthur, Tex. Aug. to Sept. 1926 
‘Day Laborer for C. w. Blakeslee, New Haven, Conn., on concrete dam construction. TT 2; mm 


= 2. Refers to H. L. Bowman, F. L. Clapp, W. M. Fife, G. E. Russell, C. M. Spofford, Yi 


 @. JEUNE, JAMES FREDERICK DUDLEY, 88 Nairn St., Wellington, New Zealand. (Age 
29. Born Christchurch, New Zealand.) 1924 A. Cc. Ss. E., Canterbury Univ., New Zealand. 
oft 7T 2: SP 2. .. 1914 to 1916 and 1919 on mechanical and electrical engineering work, 1% 

years with Robertson’s Eng. Foundry and 9 months with Niven’s Elec. & Mech. Engrs. (Gis- oes x 

borne Branch.) TT 2. 5: SP 2.5. 1916 to 1919 with New Zealand Field Artillery, English a 
: Army, in France. March 1920 to Nov. 1923 (University vacations, Nov. to March each year ; 
on field work, New Public Works Dept. Student Asst., Jan 


out work, instrument work, ete., on cumstredtion of intake works, tunnel, surge chamber: pipe | 
line, power house and tail race; at present in Head Office, Hydro-Elec. , Dept., designing. 4 
TT 2.8: P 8.8: RC 1: D022, — TT 7.4: SP 4.5: P 2.9: RCO 1: D 0.2. Refers | to H. M. 
“Chrystal. (Applies in accordance with Sec. 1, Art. I, of the By- Laws.) (a) 
JEWEL, WARWICK RINER, 625 Genesee Bldg., ‘Buffalo, N. (Age 44. n 
Betty County, Va.) 1906 B. 8. in Civ. Eng., Va. Pol. Inst. TT 2: SP 2. June 1906 to July — 
4912 Draftsman, McClintic-Marshall Co., Pittsburgh, Pa., detail shop drawings for structural e 


We 
2 


eens * a steel for bridges, office and mill ‘palldings, ete. TT 6.1: SP 6.1. July 1912 to Feb. 1914 
Leader, until Sept. 1913 with Pitteburgh- Des Moines Bridge Co., Pittsburgh, then 
with Steel Co., Johnstown, Pa., on design and drawings for station, gold 


dredge, crane runway, highway and railroad bridges, etc. . TT 4. 7: P 1.7: RCO 1.7: D 1.7%. 
Feb. 1914 to _— 1917 and April 1918 to April” 1926 Chf. Engr., ‘eames Structural i 
3 Co.; Buffalo, N. Y., in responsible charge of design, estimating, detailing, fabrication and erec- — 
tion of all work, including car barn, Jamestown, N. Y., mill buildings, Hast 
bi and high schools Batavia, and Dunkirk, N. Y. (construction approx. - $1 200 000 annually). 
FP 10.9: P 10.9: RO 10.9: D 10.9. - Jan. to July 1917 Gen. . Mgr., with Martin F. Kelley, _ 
New York City, in responsible charge of additions to U. 8S. Naval Bases at Portsmouth, N. H., 
} Newport, R. I., and New London, Conn. TT 0.5: P 0.5: RC 0.5. July 1917 to April co 
Designing Engr., U. 8. Navy, Bureau of Yards and Docks, Washington, D. C., on wood, con- — 
crete and steel structures; made preliminary design of steel arches for hangar at Lakehurst, — 
N.S. TT 0.7: P 0.7: D 0.7. April 1926 to date Cons. Engr. at Buffalo, designed mill build- ae 
Bie “Buffalo Bolt Go., North Tonawanda, N. Y., sand, coke and pig iron bins, American — 
he Radiator Co., Buffalo, steel pipe bridge, overhead crossing of pipe lines over Buffalo aie 
cy at Buffalo, for Iroquois Gas Corporation, erection equipment afid temporary pile support for 
pipe bridge (total over $130 000). TT 0.6: P 0.6: RO 0.6: D 0.6. TT 22.5: SP 8.1: | 
§ 14:4: RO 18.7: D 18.9. Refers to J. L. Ames, 8. T. M. Carpenter, D. Cornell, J. . ih 
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LL AM, 1114 North Patterson Park Baltimore, 26.) 


— 


Nov. 1918 Bi kk Scheidenhelm Co., on ceonstraction: at Camp ‘Holabird, ‘Md, 
oo” 0.7: SP 0.7. ft Feb. 1919 to Feb. 1920 Chainman, Rodman and Topographer, Baltimore & 
Ohio R. R. TT 1. 1: SP 1.1. March to May 1920 Draftsman, Engr. and Foreman,’ Public 
Amusement Co., amusement devices in parks. TT 0.2: SP 0.2. June to 1920 
- Draftsman for J. ‘Spence Howard, Civ. and Cons. Engr., Baltimore, Md. , map making, real 
entate subdivision. TT 0.4: SP 0.4. Nov. 1920 to Dec. 1921 Computer, Western Maryland 
Ry., valuation work, costs of buildings, trackage, ete. TT 1.2: SP 1. 2. June to 4 
at Er. Sept. 1924 Chf. of Party, laying out buildings, sewers, water lines, machinery foundations, 
q ete. , figuring for contractor’s ete., Sam Diescher & Bros., Cons. Engrs., ‘Pittsburgh, 
., on plant for Standard San. Mfg. Co. Suly to Oct. 1922, June to Sept. 1923 and July — 
to date with Bethlehem Steel Co., | Sparrows Point, Md., as Draftsman, detailing founda- 
steel and laying out railroad tracks, and after July 1925 Detail Draftsman, 


Designer and ‘Squad Leader on structural steel and reinforced. ‘conerete and (since March. 


1926) on mill building “design and detail. TT 1.6: SP 0. 2: P 1. RO 14: 


sp 5.8: P 1.5: RO 1.4: D 1.4. Refers to G. Bo ney, T. F. Comber, Jr., J. H. Gregory, J. 8, 


KERNOT, CHARLES HOME, Yallourn, Victoria, Australia. (Age. 41. Born 
Australia. Received Certificates of Licensed Surveyor (1906), Municipal Engr. (1908), 
‘ and ¥ Water ‘Supply Engr. (1909), Victoria. Prior to 1906 articled ‘pupil, and 1906 ‘to 1907 


‘Engr. a and ‘Surveyor, with J. M. & H. Coane, Engrs., ‘Melbourne, on surveys, design nd 
‘plans and specifications, _ outfall _water- -supply “schemes, roads 
1:6: “1.6: RC 0. 8: D 0.8. 1908 Res. Engr., Pacific Phosphate Co., 
Nauru, nstruction of ‘reinforced | conerete and st el jetties, storage ‘bins; ; erected Diesel engines 
and generators, Diedrick ‘driers, crushers, railways, water- -supply and sewerage schemes and. 
Ne supervised contracts for erection of steel bin (10 000 tons). TT 0.8: P 0.8: RC 0. 8: D 0. 6.. 
zs 4 1910 Water ‘Supply Engr., J. M. & H. E. Coane, Melbourne, prepared plans and rae al 
and supervised contract ($320 000) for water supply for Wonthaggi, _ Victoria, covering storage. Be 
service reservoirs, pipe line, etc. TT 1: P 1: RO 1: 1911 travelling. 1912 to 
ay 1920 Executive Engr., State Rivers & Water-Supply Comm., Victoria, charge of design: 
Psa. ee and construction of Sugarloaf Reservoir, ‘Victoria (320 000 acre ft., | $4 000 000) ;.in charge, 
| o of drainage districts and of “maintenance in irrigation districts ; Executive Engr. on pre- 2 
liminary work on Hume Reservoir. _ TT 8: P 8: RC 8: D 4. 1921 to date with State 
Electricity | Comm., Victoria, until. 1925 as Constr. Engr. in of erection of 60000 


kw. power “house ($10 factory ($2 090)». -Yallourn Township, 


territory ant works, including house, fields, briquetting factory and 

Francis, G G. “Higgins, M. E. “Kernot, A. J. Mason, Mead, ‘Smith, Upton. jt 

(3) LALONDE, SEAN PAUL, 656 de l’Epee Ave., Que., Canada. (Age 23. Born, 

Coteau- -du Lac, Que., Canada.) B. A. Sc., and 1926 C. Heole Pol., Univ. de Montreal. 
TT 2: SP 2. 1921-1923 (3 months each year) Rodman, Quebec Stream Comm. 1924 and uve 

1925 (4 months each year) Planetableman, Topographical <@ Mig of Canada, New Brunswick. me 

TT 0.7: P 0.7: D 0.7. May 1926 to date with Eug. Guay, Inc., Cons. Engr., , on calculation — 

nd design of reinforced concrete structures and arches. Rs 0.5: P0.5:D0.5.° TT 3.2: 


2: P12: D1. in accordance with Sec. 1, Art. I, of the By-Laws. bas 

(4) LINDSAY, JOHN, 3337 Arch St. , Philadelphia, Pa. — (Age 28. Born Philadelphia; Pa.) 


1923 B. S. in Civ. Eng., Univ. of Pa. 8: SP July to Sept. 1921 Transitman, Bureau 


Bldgs. Dept. ‘Bell Telephone Co. of on alterations, 
PT OR: ‘SP 0.2: P 0.5: RO 0.5: D 0.2. March 1924 to date Observer, Dept. of Terrestrial 

_ Magnetism, Carnegie Inst. of Washington, Washington, D. C.; headed scientific expedition — 

to Central and South America to determine variations of earth’s magnetic elements. TT 2.7: 

SP 02: P 2.5: TT 5.5: SP 2.5: P. 3: RC ‘3.8: D to H Cc, 
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until May 1906 as Sedans in charge of souls party, Camden, N. ‘J. + t then in chhres of field 
corps on ‘property an and construction ‘surveys, New Brunswick, N. J., and after June | 1997 
Masonry Inspector and in n charge of construction train on ‘railroad elevation, Camden. 
oe 8: SP 1: P 2: RC 1.5, June to Nov. 1908 with M. R. Yerkes, Cc. E., Bryn Mawr, Pa., — 
in charge of survey work and development in laying out Wynwood. TT 0. Ae P 0.4: RC 0. na Es 
Jan. to March 1909 Asst. Supt. and Shipping Clerk, Schuylkill Stone Co., Monocacy, Pa. a 
TT 0.2: P 0. 2: RC 0.2. _ March: 1909 to Feb. 1910 Supt. on road work, and Sept. 1910 to 
June 1913. Supt. in charge of grading, sewer and road work, Thomas Meehan & Sons, 
Landscape Archts. and Engrs., Germantown, Pa. TT 8.7: 8.7: RC 38.7. Feb. to Sept. 1910 
for Cc. C. Worthington, Shawnee- on- Delaware, in charge of all work on 10 000- 
. acre development. | TT 0.6: Po Gs - RO 0.6. June 1913 to May 1915 Superv. Engr. for R. B. $ 
Cridland, Landscape ‘Archt., Philadelphia, “Pa., in charge of construction work, water supply, 
sewer, road, ete., O O. A. Herbert Estate, -Ossining- -on- -Hudson, Engr. in charge of construc- 
tion, Maj. J. A. Dooley Estate, Afton, Va. TT 2: P 2: RC 1.5: D 0.5. May 1915 to June 
1923 Engr., ‘Cheltenham Township, Pa., in charge of road and bridge building, repairs and (as 
bi maintenance on about 80 miles of roads and responsible for specifications for road ae ger a 
tion. TT 8: P 8: RC 6: D 2. - June 1923 to date member of firm, Longsdort & Patterson, 
Ine, landscape and suburban road building and maintenance, concrete con- 

struction, ete. TT 8.5: P.3.5: RO.2: D1. TT 21.4: SP 1: P 20.4: RC 15.9: D 8. agin 
_ Refers to E. Clark, Cc. D. Conklin, Jr., G. W. Ensign, Hunter, J. B. Long, C. F. 
Mebus, M. Neely, C. F. Puff, Jr., C. W. Thorn. ‘pis 

LUCAS, WILLIAM JENNINGS, 1423 South Los Angeles, Cal. 0} (Age 28. 4 
Born Ridgeway, Mo. ) Completed Surveying and Mapping Course , International Correspond- — 
+ ence Schools, ‘Scranton, Pa., March to Nov. 1919 Rodman and Levelman with H. D. Keerl, _ 
Clear 1 Lake, Iowa, on surveys, etc. TT 0.8: SP 0.8. April to Oct. 1920 Asst. Mine Surveyor, ai 
Victor- -American Fuel Co., Hastings, Colo., acted as Asst, to. Div. Engr., , Rodman, Instrument- By ; 
Se man and Draftsman. TT 0. 6: SP 0.6. Sept. 1921 to June 1922 ‘student, ‘special engineering =e ae 
Univ. of Colorado. June 1922 to Feb. 1923 Asst. Engr. with | ‘Fred A. Fair, Denver, 
co- partnership in irrigation, mining, 1 water power, surveys and investigation ; respon-_ 
# sible for some field work. TT 0.8: SP 0. 5: P 0.3: RC 0.2. ~ March ‘to Oct. 1923 Asst. to Res. i M4 
Ener., Wyoming State Highway Dept., drafting, computing, inspecting, field surveys for 
__ bridges, ‘construction of highways ; at times in charge. TT 0.7: SP 0.5: P 0.2: RO 0.1. 
_ Nov. 1923 to June 1924 Jun. Office Engr., Barahona (Dominican Republic) Sugar Co., draft- q 
Rees ing, detailing concrete structures, some design and computing, estimating, etc., at times 
responsible for office work, etc. TT 0.6: SP 0.4: P 0.2: RC 0.. 1. June 1924 to March 1925 
Senior Draftsman, Pennsylvania Highway Pa., drafting, computing quanties, 
design of plans and profiles for concrete highways, estimates, TT 0.9: SP 0.6: P 0.8: D 0.2 
Nov. 1925 to date Draftsman, Los Angeles County (Cal.) Surveyor, on preliminary survey of 
ea 35 miles of mountain road (Mulholland Highway Extension) ; computations for surveys, etc. ; a 
a past 8 months, Draftsman, San. Engr.’s office, some computations. TT 1: SP 0.8: P 0.2. — 
FP 6.4: SP 4. 2: P 1.2: RC 0.4: D 0.2. - Refers to A. H. Ayers, H. fi Boynton, W. F. Foster, 
(12) MacBEAN, DONALD GRANT, West Main ‘St. , Medford, Ore. (Age 25. Born 
_ Philadelphia, Pa.) 1923 C. E., Cornell Univ. TT 2: SP 2. July 1923 to date with Cali- 
o wy fornia Oregon Power Co., Medford, Ore., as follows: July 1923 Rodman; Aug. 1923 to ‘April 2 
(1924 Draftsman on location and ‘engineering for hydro- ~electric. water supply 
engineering, etc. ; April (1924 to May 1926 Asst. in Eng. Dept., computing, designing, drafting, x 
nd keeping records; since May 1926 Chf. of Party on reconnaisance survey for hydro- 
 -@lectric development. SP 1.8: P 6: SP $.8: P 1. 6; RC 
Refers A. Barnes, 


MACFARLANE, ‘EDWARD, Gen. ofices, New York Central New York city. 
, E Born Towanda, Pa. ) 1908 E. M. Lehigh Univ. 77 2: SP 2. June to July 1904 Mine ue 
> ——_— Garrett Co. Coal Mining Co., Barnum, W. Va. July 1905 to July 1906 Chemist, New bi 
5 - Jersey Zinc Co., in charge of Bethlehem laboratory metallurgical ‘analyses. TT 1: P 1. 

ak July 1908 to 1913 Min. Engr., McLaughlin Bros,, (2 years) being Asst. in local charge of 

copper prospect exploration and allied work and Cristina Mine wy 4: SP 

RO 2. 1914 to 1915 Engr., 


me 


et 
(4) LONGSDORF, PAUL WRIGHT, Church Rd. and Park Ave., Elkins Park, Pa. (Age 44. 
de: 
mi 
= 
Gr. 
MSD 
eee ¢ 
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ES 
: 
= 
i 
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1: SP 1... 1915 ‘Min, Engr, Emelsa Mining & & Smelting Co., being 
and Mgr. of development work, -Bureka Mine. TT 1: Pi: RC 1. 1916 Engr. with Snare & 
Havana, in of harbor survey. and on "dredging and dock foundation. 
a TT 0.1: P 0.1, 1916 to 1917 Surveyor for Lykes Bros., on 20 000 acres. oy TT 0.5: SP 0.5. 
; 1917 Transitman and Res. Engr., railroad location and construction, Miranda (Cuba) O89 
Co., on lines, grades, curves, switch layout, culverts, trestles, ete. 0.7: SP 0.2: P05, 
WE: ml 1924 to 1926 Field Engr., Chile Exploration Co., Chuquicamata, Chile, | on railroad location, 


water-pipe and transmission lines, plant construction, being Test Engr., Sec. Engr. “some 
design. TT 2: SP 0.5: P 1.5: RC 1.5. 1926 to ‘date Field Engr., New ‘York Steam Cor 
Akg poration, on lines, grades, imeneereinaiie: ‘sketches for location and construction, of steam — 
mains. TT 0.8: SP 0.8. TT (12.7: SP 6.6: P 6.1: RC 4.5. Refers to L. T. Alden, H, M. 
B. D. Meyer, G. Oxer, B. Rasmussen, W. E. Rudolph. nate poet 
ax McTAGGART, CLIFFORD: ARTHUR, 116 South Main St, Middletown, Ohio. (Age 28. 
Born Boone County, Iowa.) 1921 B. S. in C. E., Iowa State Coll. 6 TT 2: SP 2. "Summers 
1918-1920 F Rodman and Instrumentman on county drainage work. 1921 to Feb. 1926 
with Illinois” Div. of Highways, until Noy. 1921 as Testing Engr., “inspecting materials 
a ‘Portland | Cement Concrete pavements ; ; Nov. 1921 to ‘June 1923 Jun. Highway Engr., acting 
as. Inspector on construction, earth and bridge work | and ‘pavements, Instrumentman and 
office” work on plans and estimates after June 1923 Asst. Highway Engr acting as Res. / 
Engr. on highway construction, » earth, bridge and culvert work and pavements, surveys ‘and 


2 office on plans and estimates. TT 4.6: RO 1.4._ Feb, 1926 to date Asst. Mer., , Highway 


of Armco ‘Culvert Association, “Miadietown, Ohio, on investigation and promotional 
TT 0.7: RO TT 7.5 : RC 2.2, Refers to T. R. Agg, H, F. Clemmer, C. 
Colvin, Re W. Crum, A. H. Fuller, Cc. M. Hathaway, A. H. Hunter. 


Tacony, Philadelphia, Pa. (Age 52. 
Born Shenandoah, Pa. 1915 reecived Certificate of Proficiency in Bldg. Constr. Drexel 
Inst, Aug. 1892 to Jan. 1895 Chainman, office drafting, etc., and Jan. 1895 to Sept. 1900 ie 
Transitman in charge of survey party, inside and outside mine survey, and posting maps, 
a Lehigh Valley Coal Co. , Mahanoy Dist. a TT 8.1: SP 2.4: P 5.7: RC 5.7. Sept. to Nov. 1900 
ie Asst. to Engr., Gilbert & Schaeffer Estate, Shenandoah, Pa., on inside mine surveys. TT 0.2: e. 
SP 0.2. Nov. 1900 to 1901 Transitman, Lackawanna R. R. TT 0.7: SP 0.7.. July 
Bape 1901 to date with Pennsylvania R. R., until Dec. 1909 as Head Transitman on reconstruction ; 
a of lines | and grades, _ including heavy bridges, with,deep foundations of open coffer dams, 
: pneumatic caissons and piles, ‘supplied lines and grades, inspected, _ reported and made monthly 
estimates | of work ; ‘since Dec. 1909 Draftsman, Office of Chf. Engr., Philadelphia, Pa., esti- 
mating, planning ‘and designing arches” and sub- structure of and later on design 
supervision of design of bridge sub-structures and estimates. TT 25.4 :P 25.4: RC 14.8: 
Di Adel. 34 aie SP 3.8: P 81.1: RC 20; D 11.1. Refers to W. C. Bailey, F. Cullen, 
Farnham, H, R. Leonard, §. H. Noyes, E. B. Temple, A. R. Wilson 


(14) MARAK, WILLIAM HENRY, City Hall, Little Rock, Ark. (Age 26. Born Hasen, 
Ark.) Dec. 1919 to Dec. 1921 with We C. Ross, Civ. -Engr., ‘Hazen, Ark., as Chain- 


man, Inspector, Instrumentman, Chf. Party, ‘Draftsman Computer on highway and 
- concrete work. TT 2: SP 2. Oct. 1922 to March 1923 with. ‘City Engr., ‘St. Joseph, Mo., — 
oe Chainman and Computer, blueprinting and concrete testing. be 0. 4 : SP 0. 4 April 
& May 1923 Res. Engr., Dickinson & Watkins, Civ. Enegrs., Little Rock, Ark., on inspection 7 a 
estimates, headwall designs, Instrumentman, etc. TT 0.14: P 0.1: RC 0.1. May 1923 
date Asst. City Engr. , Little Rock, Ark., on surveys, Paving construction, ‘drafting, mapping, 


MAR SH, FRANCIS | ury Provide 47. ‘Born 


Mass.) 


on Additional Supply, York City (% pastes PT BP 15. 1903 ‘to 1904 


, Draftsman, etc., for 


of Water ‘New 
rts of Catskill Aqueduct, 
1917 Res. Engr., Div. 


ok 
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Aqueduct Conumrs., New York City, field work and prelimina 
TT 1.8: P18. May 1906 to Oct 1917 Asst, Designing Eng 
York City, on plans and specifications for cut and cover p 


Shipping 
, Noank, Conn., Emergency Fleet TT 0.5: SP 0.8: P 0.2. July-Nov. (1918 
Civ. Engr., Air Nitrates Corporation, New York. City, on layout and ‘design of water 
_ supply, sewers, roads, etc., for war plants at Toledo and Cincinnati. | TT 0.8: os 0.8: RC 
8: D 0.8. Dec. 1918 to ‘Feb. 1919 Constr. Engr., Providence Gas Co. , building coke bins, x 
TT 0. P 0.2. ‘Feb. 1919 to Sept. 1926 Designing Engr., on plans and specifications 
tor Scituate v water- -supply project ($21 000 000), and Oct. 1926 to date Deputy Chf. Engr., ‘Water a 
Supply Board, Providence, R. 1. TT 7.8: P 7.8: RCO 7.8: TT (26.1: SP ay 
OLY: RC 19.5: D 19.5. Refers to A. D. Flinn, J. R. Freeman, A. Hazen, G. G. Honness, 
(il) MAYER, CARL, 688 South Shatto Pl., Cal. (Age e 44, ton 
a Cal.) 1904 diploma of Civ. Engr., Van der Naillen School of Eng. 2 years student, i 
California School of Mechanical Arts, San Francisco, Cal. 1905 5 to 1907 Surveyor with | Ww. T. ce 4 
a M. E., and (later) S. K. Bradford, U. 8. Deputy Mineral | Surveyor, Tonopah, Nev ee 7 
1.5, 1906 to 1908 Chemist, Combination Mining & Milling Co., Goldfield, Nev. 
09: 0.9. to 1908 Asst. Mine Surveyor with Bruce & Jones, Mining Engrs., Gold- 
on surface improvements, U. 8. surveys, tunnel connections, mining maps, ‘valua-— 
S and estimates of mineral deposits. TT 1: SP 0.2: P 0.8. 1907 to 1908 Asst. Constr. oom 
7  Supt., Pacific Fruit Express Co. (Southern ‘Pacific R. R. Co.), pre-cooling plant construction ish 
:*y et Roseville, Cal., cost data, supervising machinery foundation | construction and surveying. 32a 
4 0.8: SP 0.8. to 1909 Surveyor at Los Angeles, Cal., on plans and maps of 
_ ‘subdivisions, etc. 0.5: 0.5: RC 0. 8. 1908 to 1909 Office Engr., City -Engr.’s office, 
et, Phoenix, Ariz., surveys, irrigation projects and general engineering. TT 0.5: P 0.5: RO 0.5. ae 
fe iM 1909 to 1912 Designing Draftsman, City Engr.’s Office, Salt Lake City, Utah, on design and i" ; 
peer plans of paving, curb and gutter and sewers, estimates, specifications, etc. ey $:P3:D 3. 


Gs July 1921 to June 1925 in private practice at Los Angeles, on construction of buildings, real 7 
estate and insurance. TT 4: P 4: RC 2: D2. June to Nov. 1925 Designer, Sanitation Div., 

ss Surveyor’s office, Los Angeles County, on sanitary sewer design and computations. TT 0.8: 
oe 0.8: D 0.3. 1912 to 1921 and Nov. 1925 to date Asst. Engr. (Supervisor), | San. Sewer — 

rege Yi Div., City Ener.’ Ss office, Los Angeles, on sewer design, plans, assigning and supervising work, 


* TT 9.8: SP 2: P 7.8: RO 2.6: D227. TT 21.8: SP 4: P 17.8: RC 5.4: Be med 


to J. C. Clausen, W. H. Collins, w. F. T. AL Jordan, W. T. Knowlton, HL 

MEYER, CARL BERNHARD, 1715 Q Sacramento, Cal. (Age 34. Born Berkeley, 
in Civ. Eng., Univ. of Cal. SP to Oct. 1916 


mentman, ‘Marin Water Dist. 1: SP L Oct. 1917 to 1920 Inspector, U. S. Navy, 
oe inspecting, inventorying, etc., ., steel plates and shapes for ship construction. TT 2.8: SP 2.8. 
. Aug. to Dee. 1920, Draftsman, and Dec. 1922 to April 1924 Designer with L. A. De Guere 
on dam for low-head’ hydro- -electric power plant, and brick, steel and reinforced concrete fac- 
tory buildings for paper mill. TT 1.7: SP 0.4: 1.8: D 1. 3. Jan. 1921 to March 1922 
3 Asst. Engr., South San “Joaquin Irrigation Dist., ¢ 
-vising drag lines on construction and maintenance of drains. TT 1.2: P 1.2: RO 1. « 
‘March to Dec. 1922 Office Engr., Div. of Eng. and Irrigation, California, = charge of office 
_ for reservoir surveys of water resources investigation. - TT 0.8: P 0.8: RC 0.8. May to ~~ 
Aug. (1924 Steel Detailer, Hofius Steel and Constr. Co. on buildings. 0.2: SP 0. Sept. 
:. +938 Boe Superior Portland Cement Co., on reinforced concrete towers for aerial tram- ae 
O23. 02. Oct. 1924 to date Office Engr., Div. of Eng. and 
California, in charge of irrigation and power ‘studies on reservoirs. — TT 2.1: P 2.1: RC 2.1. ‘ 
TT 12.9: SP 7.4: P 5.5: RC 4.1: D 1.4. Refers to P. Bailey, A. D. -Edmonston, 
(7) ‘MITCHELL, THOMAS JOSEPH, 1129 Granger Ave, Ann Arbor, Mich. (Age 38. Born 
, Carsonville, Mich.) 1912 B. C. E., Univ. of Mich. TT 2: SP 2. _ June 1905 to opt. a 
Laborer, Asst. Foreman and F Foreman, Manistique Lumbering Co. “= land subdivision, road and 
railroad location and construction, ete. 7T $3.8: SP 8. $. July to Sept. 1911 Engr. for Matt S 
‘3 ; aN Pearson, Highway Contr., designing earth- handling equipment. July 1912 to June 1920 with | 
Bi. U. &. Lake Survey, Lake ‘Huron and Lake Superior until ‘July 1913 as Surveyman, actin 
as Recorder and Instrumentman, then Jun. Engr., acting as and Distt 
3 man, and (after April 1917) First erg in responsible charge of hydrographic, topographic 
te geodetic surveys ; ; design for triangulation and maintenance of boat and equipment; and 
Dec. 1927 to May 1918 on design and for report of power 
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RE 
at Niagara I Falls. 
and Surveying, Eng. Colt., 
19.53 
0) MOORE, LESLIE JOSEPH, P.O. Box 2057, Memphis, Tenn. (Age 29, Born Raub, 
4 Ind.) Oct. 1916 to June 1917 and Sept. 1919 to Aug. 1920 student in Civ. Eng., Purdue 
Univ. TT 0.7: SP 0.7. Feb. 1918 to Feb. Asst. to Regimental Engr. Officer, U. 8. 
be oe Army, ‘transit and planetable work, etc. TT 1; SP 1. Aug. ‘to Nov. 1920 ang June 1921 to 
Jan. 1923 with Mississippi River Ist and 2d Dists., Memphis, ‘Tenn., | as Inspector, on 
. hy transit work and estimating, and (over 1 year) in charge of levee construction as to location, te 


_ change of design and selection of materials. Bs ‘1.8: SP 0.7: P 1.1: RC 1.1. Nov. 1920 to oe 
fe 1921 Asst. Engr., M. of W. Dept., Baltimore & Ohio R. R., Chicago Div. Garrett, Ind., rie 
be transit work, estimating and drafting. TT 0.2: SP 0.2. ‘ Jan. 1923 to Jan. 1926 Sales Engr. hae 


ar Choctaw Culvert & Machinery Co., ‘Memphis, in charge of design of culverts and drainage 
| “ot 


‘structures, field work and design on highway work as Asst. to Highway Engr. TT 8: SP 3. 

wee Jan. , 1926 to date Sales Engr., Memphis Concrete Pipe Co., Memphis, in charge of design of a e 
reinforced concrete culvert pipe. 1: P41: TT 7.7: SP 5.6: P 21: RO 21. 

=) ‘Refers to W. A. Knapp, C. W. Okey, W. A. K. Parkin, B. A. Ross, R. F. Rudolph. ay eine, 

NORRIS, JAMES ALEXANDER, Care, Winston & Midvale, N. J. (Age 22. Born 
Wilkes: Barre, Pa.) 1925 C. E. , Cornell T Univ. TT 2: SP 2. 1925 | to date Engr., Winston & 

Company, Inc., Midvale, N.J. 15: P15. TT 8.5: SP 2: _P 1.5. Refers to F. 
‘Barnes, E. N. Burrows, -Craigmile, C. Holdredge, J. E. Per rry 
NUTTALL, ‘JOHN HENRY, 1618 Unity St., "Philadelphia, Pa. 40. Born Phila- 
_delphia, Pa. Attended Drexel “Alexander Hamilton Insts. 1904 to 1908 Draftsman, 
‘Tabor Mfg. B. H. Munford Co., ‘Link Eng. Co., and Lambert Hoisting Engine Co. 
mechanical and structural details and design. TT 4: SP 3.2: P 0.8: RC 0.8. Feb. 1908 to date 
with City of Philadelphia, engaged as follows: Feb, 1908 to April 1912 Draftsman, Bureau — 
of “Surveys, Philadelphia, design of engineering structures, etc. ; April 1912 to May 1922 — 
with Bureau of ‘Highways, until Jan. 1913 as Inspector, on ratty armen of construction and 
_ maintenance of country Toads and city streets, drainage projects, ete.; Jan. 1913 to 
ee 1914 Asst. Dist. _Engr., 5th and 7th Dists., on administration and supervision of all high. 
way and street construction and maintenance, street cleaning and refuse removal » part of ig 
pe time in charge of Dist. 5; Nov. 1914 to April 1916 Dist. Engr, in charge 7th Dist., street — 
* and road construction, refuse collection, etc., including Oxford Ave. concrete experimental Soke 
road; April 1916 to Sept. 1917 and May 1918 to May 1920 Superv. Engr., Permit Div., and 2 

 Secy. Hoard of Highway Supervisors, in charge of division, surveying and recording under- 

eo. ground structures, design of special underground and other engineering structures, etc., after = Bi y 

1918 ‘reorganized division and prepared standard code and specifications; Sept. 1917 

7 _to May 1918 Asst. Engr., being ‘Special Asst. to Chf, of Bureau, organization, special inves- 
“a tigation, engineering, calculations and design, supervisory charge of Asphalt and Testing — ae 
‘Divs. ; : May 1920 to May 1923 Dist. Engr., 3d Dist., in charge of all construction and main- — 
miles of streets; since May 1923 Prin. Asst. Engr., Bureau of Street 
Cleaning, being ‘Asst. Chf. of Bureau, en supervision and design of methods, operation, | 
ci buildings, wharves, 1 research and organization. 
Also 1918 ‘to date « on reports, consulting 1 ‘work and design for | individuals and City of ‘Newark, 
and (Dec. 1922 to July 1924) Instructor in Highway Eng., Drexel Inst. TT 18.7: SP 1.7; 
P i?: RO 3.2: D 18.8. TT 2.7: SP 4.9: P 17.8: RC 4: D 18.8. Refers to J. “Adler, a 
Gill, C. n, P. M. Silliman, S. M. Swaab. 
qd) PARKER, WILLIAM, 18 Pl., White Plains, N. Born Ft. Rob- 
inson, Nebr.) Feb. 1920 to Oct. (1921 Chf. of Layout Party, until Nov. 1920 with Warren 
"Moore Constr. Co., Philadelphia, Pa., then with» Ww. . Kellogg Co., Jersey City, N. J. 
te 1.7: P 1.7. Nov. 1921 to June 1925 Engr. and Supt., . Colonia Santa Barbara, Berghens. 
‘Republica ‘Dominica. — . TT 3.7: P 83.7: RC 3.7: D 1. 5. Sept. 1925 to date Asst. Engr., Dept. 
of Highways, Westchester County, White Plains, N. Y. TT 12: P 1.2: RC 1.2. ip 6.7: 


P67: RO 4.9: D 1.5. " Refers to H. P, Barnes, J. L. Burkholder, C. MacDonald, C. H. Sells, 


ay PARRATT, ‘SYDNEY LLoyb, Box aie’ Beaumont, cal. 32. 
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a ey Irrigation Dist. TT 0.7: 
“City of Los Angeles. wid 
work on construction of Southwestern Shipbuilding plant, tas Pedro, Cal. TT 0.6: es 0. 6. ' 
Sha Feb. to July 1919 Instrumentman and Draftsman on maintenance, , Oct. 1919, to Nov. 1923 
Instrumentman, in charge of survey party and Nov. 1928 | date Chf. ‘Topographer 
responsible charge of surveys” and preliminary construction on Colorado “River ‘Aqueduct = 
se Project, all for Dept. of Water & Power, City of Los Angeles. | TT 7.4: 8SP 0.4: P 7: RC 8. 
SP 1.8: P 9.6: RC 8. Refers to EB. A. Bayley, A. J. Ford, 


Sept. 1924 to ‘Aug. 1926 with at Pennsylvania, as follows: Sept. to Dec. 4 

3 1924 Asst. Inspector, ‘in charge of grading and materials; Dec. 1924 to Feb. 1926 plotting, ; 

computing, and checking _ cross- sections ; Feb. to May 1925 Rodman ; May to 

Inspector on 18 ft. road, in charge of masonry and pavement; Nov. 1925 to Feb. 
‘Plotting survey notes, computing and checking cross-section; after Feb. 1926 Asst. raha 

man. IT 2: 8P 2:D 0. Aug. 1926 to date Inspector, or Project Engr., State 

Comm. of Virginia, in "charge of two- mile project (18-ft. concrete pavement). TT 0.3: 

0.3: TT 2.38: SP 2: P 0.8: 0.3: D Refers to Duiin, A. 


= PAUL, ELLIS ELLSWORTH, 2028 East Seventy-First St., Kanone, City, Mo. (Age 26 


Born Kansas City, 1922 B. 8. in Civ. State ‘Univ. of ‘Kans. TT 2: SP 
Summers 1919- 1921 with Zurn Bldg. & Investment Co. of Kansas City, Mo., of 

"es is drawing plans and on construction of houses and apartments. June 1922 to date with Har- 7 
rington, Howard & Ash, as follows: June to Oct. 1922 detailing, and checking calculations for # 
reinforced concrete viaduct ; Oct. to Nov. 1922 making borings in Missouri River for Waverly _ 

Missouri Bridge ; 1922 to April 1924 Res. Engr. supervising construction of 

¥ bridge at Miami, Fla. ; ‘April to May 1924 checking. design of reinforced concrete viaduct ; Jun aa 
1924 to ‘Feb. “1925 Res. Engr., supervising construction of vertical. ‘lift bridge across: White 

River in Arkansas; € March to Aug. 1925 detailing steel and Concrete bridges; since Sept. 

1925 checking details and design, and on design of machinery for movable bridges ; in charge ai 

of detailing two movable bridges. 4. 5: SP 0. 9: 3. 6: RC 8. 6: D 0. TT 6.5: SP 2.9: 

3.6: RO 8.6: 0.4. Refers to L. R. Ash, F, Cortelyou, Greer, C. S. Harper, 


Harrington, E. BE. Howard, H. 0, MeNown, Rice, Tammen, 


@) PECKWORTH, HOWARD FARON, The Princeton of New York, New York City. 
(Age 25. Jersey City, N. 1926 B. Ss. ‘in Eng., Princeton. Univ. oT 2: SP 2. 
June to Sept. (1917 and June to Sept. 1918 Rodman ‘surveying party, H. & R. 
-'Peckworth, inc., New York City. ye, SP 0.4. Summers 1919 and ‘1920 General 
Handyman with City Engr., Glen ‘Rock, J., acting as Rodman, Instrumentman, laying # 
out town lots and sewer pipes, and ha old property lines. _ ea) TT 0.2: SP 0.2. June to 
- Sept. 1921 and June to Sept. 1922 Supt. for Sub-Contractor on “excavation for Lorillard | 
Tobacco Factory New York City (1921) | and for Butler | Bros. ‘Warehouse, Queens County, 
ae a L. I, (1922), the latter requiring sheet piling and pontoons under shovels. — 
ee June to Sept. 1923 Asst. Supt. and Paymaster on 8-mile concrete road, Somerville to Plucke- .. 
4 min, N. J. June to Sept. 1924 Rodman and Notekeeper on topographical | survey party Bs 
Watchung Mountains, ‘N. J. for | North Jersey Dist. Water Supply Comm. to Aug ; 
(1925 ‘Supt. of excavation, responsible for shoring buildings and placing 10-ft, “concrete 
foundation below existing foundations of surrounding buildings at Hudson Charlton 
New York City. Aug. 1926 to date Timekeeper, on Hight Ave. Subway, Columbus C 
to 66th St. New York City, in Hc of night shift, ete, 0.2: P 0. 3 
‘SP ‘8: P Refers to EB. Be er, F 


Marshalltown, Towa. (Ag 36. Bor 

‘Des Moines, Iowa. 1916 B. ‘Highland Park Coll. c. Des Moines Univ. TT 2: 
SP 2. _ May 1916 to Aug. 1918 Asst. Supt. of Constr., , Moreno Burcham Constr. Co., St. , Louis, 
Mo.; ; built about 30 miles of sanitary sewer in Des Moines. TT 2. 2: SP 2.2: Ro 0. » Sept. 
1918 to 1919 at Officers’ Sehoo!, Camp Taylor. - May 1919 to Jan. 1920 Supt. of Constr., 
W. F. Turner Co.,. Des Moines, had charge of sewer work in Des Moines. and 
SP 0.7: RC 0. 7. Jan— —March 1920 in stone quarry at Sioux Falls, ‘Ss. Dak., 


stone for paving. TT 0.2: SP 0.2: RC 0.2. April to Nov. 
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ing sani- 
tary sewer water system in Méane.. s. 0. P 0.7: RCO 0. 0. Dee. 1920 
te | May 1921. private practice of surveying and drainage in South Dakota. TT 0.8: SP 0. al , 
= 1921. to Sept. 1926 Chf. San. Engr., State Dept. of Health of Iowa. TT 5.2: Pb 
% . Sept. 1926 to date Gen. Mgr., Marshalltown (Iowa) Water Works. TT 0.2: SP 0. 2: ra 
0.2. 11.6: SP 5.4: P 6.2: RO 7.5: D 0.8. Refers to R. Brooks, 0. w. 


¥ ) POOLE, LESTER JACKSON, 4136 Landing Rd. + Little Neck, N. Y. (Age 37. 


Little Neck, N, Licensed Prof... . Engr., State of New York. B.S S., and 1914 C. E 

ON. Y. Uniy. TT 2: SP 2. Sept. 1912 to March 1913 Inspector ot water-works construction, 

2 f Manhasset-Lakeville Dist., Long Island. rare 0.5: P 0.5.. March 1913 to Nov. 1914 Land 
_ Surveyor, field and office, computations and map work. 7.T 1.7: P 1. 7 Nov. 1914 to Nov. | 

4 % 1916 Rodman and Instrumentman on subway construction, Public Service Comm., New York 
et City. aT 2: P2. Nov. 1916 to March 1918 Draftsman, until March 1917 with New Jersey ol 

. Central R. R., on valuation, then with New York Central R. R.; on track layouts and freight _ 
f "yards, and after Nov. 1917 with Goldschmidt Thermit: Corporation & Thermit Corpora- 


ay 
tion), Jersey City, N. on factory-building constructio TT 1.8: P 1.8. March 1918 to 


voy, ‘1920 Draftsman and Checker, Turner Constr. Co. York City, detailing, designing 
nd checking reinforced concrete industrial buildings. TT 2.7: P 2.7: RC 1. 7: D 0.2, Nov. 
1920 to March 1922 Draftsman’ and Computer on surveys with A Archibald, Hempstead, 
TT 1.8: P 1. 8. - March 1922 to date Draftsman and Designer of industrial buildings, n 


the & Pacific Co., New York City. Re 1.5: D 1.5. 


J 


investigations, designs, and since April 1925 Field Draftsman on location 
Bea plotting preliminary, projecting location and preparing construction drawings, making founda- 
be . tion investigations, etc.; at present also student, Evening Coll. of Eng., Univ. of Cincinnati. 
; ee: TT $3.8: SP 2.2: P 1,6. ers TT 4.5: SP 2.8: P 1.7. _ Refers to A. C. Copland, G. K. Davis > 
E. Hammell, C. W. Johns, G. C. Miller, V. B. W. 
REEDER, LYNN HADLEY, 334 Lane, Narberth, Pa. hg ‘92. Born Terre 
Haute, Ind.) __ 1915 B. S., Rose Pol. Inst. TT 2: SP 2. . June 1918 to May 1919 with U. S. x 
Army. March 1921 to Tuly 1922 Jun. Engr., Michigan Central R. R, Co., Detroit, Mich. 


estimating track, grading and “masonry. _ TT 1.8: P 1. 3. July to Oct. “1922 with Detroit 
eet: & Ironton R. 2 Detroit, Mich., on engineer accounting, TT 0. 8: P 0. 3, Aug. 1915 
to June 1918, May 1919 to ‘March 1921, and Oct, 1922 to Asst. on Engr. Corps, Penn- 
R. Co., on surveys, maintenance and construction, estimating track, grading and 
ete. 9: 9: RC 1: 3.9. TT 12.6: SP 2: P 10.6: RO 1: D 8.9, Refers 
to D. B. Chapin, M. . Howe, R. McCormick, H. .. Thomas, Ww. D. Wiggins. 
@ REUTER, ERNEST, 865 Seventh Ave., Astoria, N. Y. (Age 23. Born New York City. Me 
Student, Steven’s Inst. Tech. year) and (at present) College, of York Night 
a bad School. IT 0.38: SP 0.8. June to Oct . 1922 Computer, ‘Survey Dept., , Title Guarantee and 
Trust Co., subdivided land, staked out work for field parties, ete. 0.2: SP 0.2. “Oct. 
1923 to Oct. 1925 Desk Switchman, New York Telephone Co., Brooklyn, N. Y., in charge of 
2000 trunks, testing, locating, analyzing and seseitying troubles. — TT 2: SP 0.8: : PB 1.2 
Oct. 1925 to Oct. 1926 Eng. ‘Asst., 
Instrumentman, then Cht. of Party, on at present Topographical Drafts- 
ap RICHARDS, ALBERT ZABRISKIE, 412 Templeton Bldg., Salt Lake City, (Age 
43. Born Mendon, Utah.) (1905 B. S., Univ. of Utah. TT 2: SP 2. June 1903 to Sept. 1904 a 
Asst. Hydrographer on hydrographic survey of Weber River System under State Engr. of Utah ; 
or pe Rodman, _ stream measurements and later Instrumentman on topographic survey. | TT 1.2: 
«SP 1.2. té June 1905 to Jan. 1908 with Frank C. Kelsey and (later) Willard Young and Frank ‘ 


Ci i Kelsey, in charge of surveys ape on hydro- relectric municipal 
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water-Wworks aud irrigatica’ Systems in 
os Colombia, also design, drafting, etc. TT 2.5: P 2:5: RC. 2.5: D 1. Feb. penn to July 1910 
" in Europe. ~ July 1910 to date in private practice with R. E. Caldwell, at present as Caldwell 
and Richards, Salt Lake City and Los Angeles, Cal., installed about 30 municipal water- i 
y works systems, several hydro-electric power plants and sewer systems and (several years) 
on reclamation of seeped and alkali lands by drainage ; ; 1917 to 1922 had charge of organiz- — 
_ ing drainage districts and completed design and construction of ten (100 000 acres, irrigated 
Z agricultural land) in Utah. At present supervising ‘municipal © water-works, sewers, power 
ay plants, drainage and irrigation works, levee and river control on lower Colorado River in the | 
Syst Palo Verde Valley, Cal., etc. 16: 16: “RO 16: D 21. 7: SP 8.2: P 18.5: 
ae RC 18.5: D 1%. Refers to G. M. Bacon, 8S. Q. Cannon, A. F. Doremus, R. A. Hart, R. B. 


(8) RUSSELL, LEWIS WALTER, 715 Old Colony Bldg., Chicago, 111. 34. Born Bill- 
ings, Mont. ) 1921 B.S. in C. B., Univ. of Wash. TT 2: SP 2. ‘July 1914 to Oct, 1916 a 


Concrete Inspector and Instrumentman, Great Northern R. R. 2. 8: P 2. 8. Oct. 
to Sept. 1919 Sargeant, 13th’ Ry. Engrs. 2.3: SP 1921 to ‘Jap 
og Engr., Red Lodge-Rosebud Irrig. Co. TT 0.7: P07. May 1922 to Oct. 1926 Supt., Bates — 
, & Rogers Constr. Co. in charge of irrigation work in Montana. Has had ‘charge of Illinois | 
Central track elevation at Mattison, Homewood and Chicago, Ill., concrete work on additional a 
track for Chicago, Milwaukee and St. Paul, and of bridge work for Nickel: Plate R. R. ‘and 
Chicago, Rock Island, and Pacific. 7T 4.5: P 4.5: RC 4.5: D 4.5. TT 12.4: SP 4.8: Jaa 
D 4.8. Refers to W. G. Arn, C. N. Bainbridge, F. L. Copeland, C. C. More, 
Ww. A. c H. Sp itstone, G. H. Tinker. dete Tay 


SCHEETZ, HARRY LANG, 1621 Dyre 8t., Philadelphia, “Born Phila- 
- delphia, Pa.) 1923 U. 8. Mil. Acad., West Point, N. Y. TT 2: SP 2. June 1923 to May ae 
3 1924 2d Lieut., U..S. Army, with 17th Inf., at Ft. Omaha, Nebr., on engineering work. 
«PT 0.9: P 0.9: RO 0.9. - July 1924 to date Engr. and Estimator, The Barnes Constr. ca 


Born St. Louis, Mo.) 1926 B. 8. in Civ. Eng., Cal. Inst. Tech.” 2: SP 


SHULMAN, MORRIS JULIUS, 2017 Hughes Ave., New York City. (Age 23. 
‘New York City.) 1925 B. Sc. in C. E., N. Y. Univ. TT 2: 8P 2. July to Sept. 1924 Draft- 
ing Clerk, New York Edison Co. June 1925 to date Structural Draftsman, Board of Trans-_ 
portation, estimating, planning alignment, and of reinforced concrete arches for new 

- subway lines ; also engineering graduate work, New York Univ.; laboratory tests on lum- Be: 


cement. 16: P15: D085. TT 8.5: SP 2: P 1.5: D 0.5. Refers to A. Haring, 


Hooper, C. T. Schwarze, C. H. Snow, D. S. Trowbridge. TT 


SINGLETON, CHARLES CLAYTON, 2203 Poplar Grove St. Md. (Age 23. 
_ Born Philadelphia, Pa.) 1925 B. E. in C. E., The Johns Hopkins Univ. 772: SP 2, June 
to Oct. 1924 Instrumentman and Computer, Gibson Island (Md.) Land Co. T Aug. to Nov. 1925 Be 
ids Inspector, Maryland | State Roads Comm. , on concrete arch highway bridge, Cumberland, Md. * 
7? 0.8: SP 0.8. Dec. 1925 to date Structural Draftsman, Bethlehem Steel Co., Sparrows a 
Point, Md., designing and detailing buildings and drafting for plant maintenance, 
“SP 1. 8.8: SP 8.8. Refers to G. Bonney, T. F. Comber, Jr., Gregory, 


(3) SMEED, HAROLD FRANKLIN, 810 Post “Ave., Rochester, N. (Age 38. Born 
Rochester, N. Jvne to Sept. 1908 Tracer, State Eng. Dept., , Barge Canal 
_ Rochester, N. Y._ TT 0.2: SP 0.2. Sept. 1908 to Sept. 1910 Asst. to Supt., electric conduit © 
construction, Rochester Gas & Elec. Corporation, keeping time, making requisitions and 
records of materials, etc. Te: SP 2. Sept. 1910 to March 1911 student, Univ. of Val- 
paraiso. 1911 with City Eng. Dept., Rochester, until 1918 as Rodman, 


3 “charge of field work on ‘rock ete., on Erie Canal assisted in 
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FOR ADMISSION 


P 4.4: RC 
Newell, Inc., 
developments, sewer, water distribution and street improvement designs, court testimony, etc, ; 
6: P 6: RC 6: 7. Jan, 1926 to date Pres., Hévenor & Weller, Inc., on similar work, 
‘firm has designed and at present has engineering supervision of sanitary and storm sewers | 
(approx. 58 miles), water mains (30 miles) and pavements (aggregate $5 000000). TT 1 cet 
1: RO 1: D 0.5. TT 17:6: SP 6.2: P 11.4: RC 8: D 3.2. Refers” to G. P. Hevenor, 
W. F. Pond, C. A. Poole, A. L, Vedder, W. E. ‘Weller. 2 OSes | 
(12) SNYDER, MORRIS KAY, 305 Columbia Ave. ., Pullman, Wash. (Age 52. Born Cambria, 
Mich. ) 1907 in C. ‘State Coll. of Wash. TT 2: SP 2. April to Nov. 1907 Enegr., 
‘Town of Ritzville, Wash., on design and Supt. of Constr. ‘on sewer system and septic- disposal 
works. TT 0.7: SP 0.1: P 0. 6: RC. 0.4: D 0.2. Sept. 1907 to Sept. 1909 Instructor in, and 
“had | Sept. 1909 to Sept. 1912 Asst. Prof. of Civ. Eng., and Sept. 1912 to date Prof. of San. Eng. 


Mgr., Pullman (Wash.) ‘Savings & Loan Association ; to 1912 and Jan. 1920 to 
1921, ‘City Engr, and Jan. 1912 ‘to. April 1914 Asst. City Engr., Pulimen, on design and 


etc., and (Jan. 1923 to “June 19297 Mayor of Pullman ; 1910 to 
Consultant on design of sewer pase for Tekoa, ‘Wash., and on preliminary ‘studies, sewer 
Ps system and treatment works for in bulk grain 


L. v. miwards, ©. E. J. Roberts, H. A. Sewell, A. J. Turner, O. L. 
_ (14) SORENSON, JOHN, 2120 Spencer St., Omaha, Nebr. (Age 41. Born Omaha, Nebr.) | 
July 1905 to May 1908 Rodman and Instrumentman, Chicago & North Western Ry. TT 2.8: _ 
SP 2.8. June 1909 to Nov. 1910 with Gadramenite “Valley ‘Irrigation -Co., Willows, Cal., on 
subdir on, laterals and drainage. TT 1.4: P 1.4: RO 1.4. Jan. 1912 Jan. 1913 Instru- 
» Union Stock Yards Co., South Onattii;' on trackage, reinforced concrete construction, ow 
water-works. TT 1: SP 1. Jan. 1913 to Jan. 1916 Aset. Engr., ‘City of grading 
eurbs, paving, boulevards, location and construction. TT 3: P8:RC8. Jan.to 
on sewer system in Wausa, Nebr., for P. A. Edquist, Cons. Engr., 


1 
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@ SPANGLER, MERLIN GRANT, 1517 Grand Ave., Ames, Iowa. (Age 32. Born Des Moines, r 

Towa.) 1919 B. S. in C. and 1926 C. E., State Coll. TY 2. March 1913 to April 

1914 Draftsman and Rodman, City Engr.’s office, Des Moines, Iowa. TT 1.2. May to Aug. _ 

: "6 1914, June to Aug. 1915 and Sept. 1914 to May 1919 (part of time while student) Draftsman ~ 
in Bridge Dept., Instrumentman on investigation of street pavements in Des Moines, Iowa, 
ete. and June 1919 to Jan. 1924 Draftsman and Bridge Designer at Ames, Jowa,.on rein- 

_ forced concrete and structural steel designs for bridges and viaducts, all for Iowa State High- 
way Comm. June to Aug. 1916 Draftsman, Clay County Engr.’s office, Spencer, Iowa, on et 
Bp Sun designs and some bridge inspection. — June to Oct. 1917 Instrumentman, Buena Vista f 

ve _ County, Storm Lake, Iowa, on grades and inspection of highway construction. TT 6 : RCO 4: 
Feb. 1924 to date Asst. Engr., lowa Eng. Experiment Station, Iowa. State Coll. 
«TT 2.9: RO 2.9: D 0.5. TT 11.1: RO 6.9: D 4.5, Refers to T. ‘R. Agg, J. H. Ames, A. H. bs 

Fuller, B. F. . Kelley, A A. Marston, C. Ss. 

VAN ANTWERP, EUGENE IGNATIUS, (2522 First National Bank Bldg.,. Detroit, Mich. 

(Age 87. Born Detroit, Mich.) Registered Civ. Engr. » State of ‘Michigan. 1902-1909. 

student, Univ. of Detroit. 1910 1911 Instructor in English and Mathematics, Gonzaga 
r Coll., Spokane, Wash. TT 0.8: SP 0.8. 1912 to 1913 ‘Instrumentman, Michigan Central Ry., vs 
construction of West Detroit Yards. TT 0.5: P 0.5. to 1917 Instrumentman, Grand 
Trunk Ry., Detroit, on grade separation, construction of concrete bridges and retaining walls 

and design of concrete retaining walls. TT 4: P 4: RC 1. 1917 to 1918 ist Lieut., 16th 
Engrs., and (6 months) Capt., Engrs. Army, on general engineering in United States 
and France, and ene training company, Staff, Chf. of Engrs., ‘Washington, D. Cc. i 


to 1924 Capt., Michigan National Guard, and since 1924 Major, 810th Engrs. TT 1. 6: 
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e investigation for report on proposed use of Erie Canal bed as a subway, etc. TT 8.4: SP 4: oa ,_ : 
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FOR “ADMISSION 


1918 to 1926 Real Estate “Inspector, G. T. . Ry., Detroit, 


Work? and Tax Dept. TT 7.6: P 7.6: RO 7. 6. 1926 to date in a 0 of Grad 
Separation “and Condemnation Dept., Goldman & Uliian, Detroit. Since 1915. also ‘som 
private engineering. P05: RC 0. TT 15: SP 0.8: P 14.2: RC 10. 


G. H. Fenkell, W. R. Kales, M. S. MacDiarmid, B. M. Walker, J. H. Wasson. - 


VANONI, VITO AUGUST, 1318 West Twenty- -Third St., Los Angeles, Cal. 


Born Somis, Cal.) _ 1926 B. 8. in Civ. Eng., Cal. Inst. Tech. TT 2: SP 2. June to Oct. 
with McClintic Marshall Co. , Los Angeles, Cal., until Sept. 1926 in 


84. Refers to F. J. Converse, R. R. Martel, W. W. Michael, F. ‘Thomas. your do 


‘VOLKMAR, ‘KARL, 523 Hawthorne Ave., ‘Williamsport, Pa. 22. Born 


port, Pa.) 1925 C. E., Lehigh Univ. TT 2: SP 2. Aug. to Sept. 1923 Inspector, on polc 
*: lines, Lehigh Power & Securities Co. June to Sept. 1924 and June 1925 to Aug. 1926 Drafts- 
man, Pennsylvania, Power & Light Co., on electrical distribution work, part of time locating 
radio interference. “Se Aug. 1926 to date Rodman, Williamsport Div. Pennsyl- 
R. R., on surveys, ¢ drafting, ‘reports, estimates, ete. TT 0.8: SP 
_ ‘Refers to Ss. AL Becker, R. ey Fogg, M. O, Fuller, H. G. Payrow, W. i 
WAGNER, EDWIN BROWN, 138 Pennsylvania Ave., Pa. (Age 38. ‘Born 
Downingtown, Pa. Aug. 1907 to July 1910 Instrumentman with P. S. Shockley, City Engr, 
as - Salisbury, and County Surveyor of Wicomico County, Md. ad TT 2. 9: SP 2.9. July 1910 to 
Dec. 1912 Labor F Foreman, Luten Bridge York, Pa., concrete bridge construction. 
! te TT 2.5: SP 2. 5, Feb. 1913 to Aug. 1914 Asst. Engr.,. with P. 8. Shockley, - Salisbury. 
5: P 1.5. Aug. 1914 to May 1916 Engr. and Supt.,.Fay Hunt Erecting Co, New York 
City, of two Strauss Bascule bridges at Salisbury and one at 
_ Wilmington, Del. TT 1.8: P 1.8: RC 1.8, June 1916 to date with Borough of Downing- — 
i town, Pa, , until Feb. 1917 as Res. Engr. building sewage-disposal plant, and since April 
1917 Borough Engr., on sewer and street construction and maintenance, sewage- — 


operation, water-works construction, ; from. June 1924 to 


station and. distributing system. TT 10.3: 10.8: RC 7.8: D 2.5. 19: 
5.4: P 18.6: RC 9.6: D 2.5, Refers to Easby, Jr., H. M. Freeburn, C. Haydock, 
J. D. Jaques, L. L. Jenne, H. E. Moses, te ove adiq’ 
WARD, VERNON CHAMPLIN, 311 Ross 8t., Pa. (Age 
Ohio.) 1903 M. E., Ohio State Univ. TT 2: SP 2. Sept. 1903 to Sept. 1906 Apprentice, — 
Illinois Steel Co., Chicago, Ill. TT 8: SP 5. Sept. 1906 to April 1907 loaned by 
os Illinois Steel Co. to Albert H. Wolf, Cons. Siar. Chicago, Ill., in charge of structural design- 
ing. TT 0.6: P 0.6: RC 0.6: D 0.6. April 1907 to Sept. 1909 Sales U.S 
ie Steel Co., Chicago. Sept. 1909 to May 1917 Contr. Agent (2 years) and Contr. Mer., , American — 
_ Bridge Co., Chicago office. TT 7.7: SP 2: P 5.7: RC 5.7. May 1917 to May 1919 with i 
U. S. Army, Post Disbursing Officer, Ft. Benjamin, Harrison, Ind.; Asst. to Chf. Finance 
Officer, A. E. F., Disbursing Officer Headquarters, 5th Army Corps, i! E. F. May 1919 ae 
—- Oet. 1926 Contr. Mgr., Structural and Highway Dept., American Bridge Co., Chicago, Ill. 
: “ees from July 1924 to Oct. 1926 also Lt.-Col., Q. M. C., Div. Q. M. 33d Div., Illinois National Guard, 7% 
a sn U. S. Army. TT 7.4: P 7.4: RO 7.4. iY Oct. 1926 to date Mgr. of Sales, Steel Constr. Dept., oa 
Jones & Laughlin Steel Corporation, Pittsburgh, Pa. OE: PO. 1: D 0.1. a 20.8: 


13) woop, WALTER JORDAN, 28 Lasuen, 1384, Stanford University, Cal. (Age 23. 


- Born Whittier, Cal.) Oct. 1923 to April 1924, (Oct. 1924 to July 1925 and Oct. 1925 to April Va 


mip 

student, Dept. of Civ. Eng., Stanford Univ. 0.7: SP 0.7. . June to. Aug. 1922, ‘Rodman 
be and Chainman with J. M. Kemmerer, Whittier, Cal. is subdividing and land surveying. TT 0.2: a 
2  «$P 0.2. June to Oct. 1923 Instrumentman and Draftsman, City of Whittier, Cal., on surve oe d 
1%; for outfall sewer. TT 0.3: SP 0. 8. May to Oct. 1924 Acting Res. Engr. for Henry E. Elrod, in charge — 
Bie of drafting, surveying, inspection and construction of outfall sewer, La Habra, Cal. TT O.4: i 
Eas SP 0.4. - Aug. to Oct. 1925 and April to Oct. 1926 Topographical. ‘Draftsman, City of Los 
Angeles, Cal., ie first in Div. of Street Design, and after April 1926 in Div. of Storm Drains _ 

and Structures, drafting, clerical” ‘work and complete —— of several small storm drains. 
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‘supply. TT 0. 1: SP 0. 2.8: SP 2.8. Refers to H. E. Elrod, J. C. L. Fish, H. Forbes. 
L. Haehl, J. M. Kemmerer, L. B. Reynolds, W. Ruppel, E. C. Thomas. = 
ZEHNER, JOHN RANDALL, 280 Genessee St., Utica, N. Y. (Age 21. Born Brooklyn, 
N.Y.) 1926 C. E., Cornell Univ. TT 2: SP 2. June 1926 to date Accountant and Time- ' i> 
keeper, Turner Constr. Co. TT 0.6: SP 0.6. TT 2.6: SP 2.6. Refers to F. A. Barnes, a 
N. Burrows, C. Crandall, J. E. Perry, F. J. Seery, C. L. Walker. 


THE GRADE OF ASSOCIATE MEMBER: 19) 


wd BARNEY, WILLIAM JOSHUA, Assoc. M., 110 West 40th St., New York City. Juycicaal 
Junior April 5, 1910; Assoc. M., Oct. 29, 1912.) (Age 42. Born Detroit, Mich.) 1905 C. E., 
Univ. of the South . TT 2: 8P 2. Jan. to Nov. 1906 Rodman, Central of Georgia ye 
rt: TT 0.8: SP 0.8. Nov. 1906 to Feb. 1907 Leveler and on transit work, railroad location __ 
survey. TT 0.8: SP March to May 1907 Rodman (Instrumentman), Northern Central 
Ry. Co. TT 0.2: SP 0.2. June to Sept. 1907 Chf. of Party, Long Island Motor Parkway 
- located about 20 miles. TT 0.2: SP 0. A Sept. 1907 to May 1908 private business (no 
engineering) May to Nov. 1908 Engr. on Station construction, A. C, Bedford Oil-Pipe Line 
across Pennsylvania. (0.5: P 0. _ Jan. to Dec. 1909 Engr., American Real Batate Co 


4 


Jan. 1910 to July 1911 Secy., Dept. of Docks m4 Ferries, New York City. 
Aug. 1913 ‘Second Deputy Commr. of Docks, New York City, passed upon plans for. improve 
Ay ment, maintenance, etc., of New York water-front; Oct-Dec. 1910 inspected European ports, 
and July—Aug. 1911 as Acting Commr. of Docks prepared plans and reports for port improve 
ments (under | Calvin Tomkins): after Dec. 1911 also Cons. Engr. for Public Dock Comm. of Be 
Fale Ore., for “$2 500° 000 | improvement, and for general plan for future development ce 
_— Portl ind Harbor (Board of three) ; . and (Dec. 1911) on Pacific Coast at Portland, as Cons. 
and made inspection of port: facilities and freight- handling at Seattle, San 
a Diego, New Orleans, Sst. Louis, and Cleveland, and for J. A. E. ‘Dubuc Paper Cos. on 
ee and pier improvement, Saguenay, Canada (Feb. 1912 to “hie. 1913). “ TT 8.7: : P ‘3 
0.3. Aug. 1918 to Aug. 1917 Cons. Engr. on port and terminals, piers, bulkheads, 
Pe Pouch Terminal, A. L, Dreyfus Co., Gen. Contr. and Eng. Co., ete., ‘including contracts sod 
designs for New York piers of Lackawanna R. R., _ Lehigh Valley R. R., -Hambureg- American 
Anchor Line, ete. TT 4: P 4: RC 4: D2. Aug. 1917 to date Pres. 
Constr. Corporation, industrial engineering and construction, directly responsible for engineer- 
ing, design and construction of many millions dollars worth of industrial plants and buildings. 
179: P9:RO9: D8. TT 21.7: 8P 8.5: P 18.2: RO 13: D 5.8. Refers to J. G. Ahlers, 


RR. 'T. Betts, W. T. Chevalier, C. Davis, G. T. Hand, E. J. Mehren, R. Ridgway, D. H. Sawyer, _ 

BROWN, BURTIS: SCOTT, Assoc. M., 65 Franklin St., Boston, ‘Mass. (Elected 


1909.) (Age 45. North Andover, Mass.) 1905 'B. and 1915. Cc. E. 

Po I. Inst. TT 2: ‘SP May 1906 to Sept. 1906 Draftsman, Eastern Bridge & Structural 

Co Mass., detailing structural steel. TT 1. 3: SP Sept. to Nov. 1906 
“Instrumentman, Charles River Basin Comm., Boston, Mass., giving lines and levels. 0.2: 

(0.2, Nov. to Dec. 1906 Draftsman, Purdy & Henderson, Boston, detailing 
steel. TT 0.1: SP 0.1._ Dec. 1906 to May 1909 Engr., , Gen, Fireproofing Co., , Youngstown, 
Ohio, in charge of design of concrete structures; later Dist. Engr. TT 2.4: SP 0.5: P 1.9: 
RC 1: D 1.4. May 1909.to date Cons. Engr., on design of reinforced concrete and « 
tural steel buildings, ete. ; 1921 to 1924 Member, State Board of Hlevator Regulation. TT 
«17.5: P 17.5: RO 17.5: D 10. TT 28.5: SP 4.1: P 19.4: RC 18.5: D 11.4. Refers to 


M. “Allen, A, Ww. French, Cc. Robbins, Bex Sanborn, F, Whitney, H. A. Wilson, 


1) CASH, HENRY, Assoc. M., 1026 President St. , Brooklyn, N. Y. (Elected Aug. 31, Es 
1925.) (Age 38. Born New York City. ) Licensed Prof. Engr. and Land Surveyor, New © 
York State. 1911 B. S. in C. B., and 1921 C. -B., Cooper Union, 1926 LL.B., Brooklyn Law 
$chool. . Dec. 1906 to April 1907 Tracer, Levering & Garrigues Co., on structural steel. i 
0. 0.4: SP 0. dune: to May 1913 with Service Comm., until Jan. 1912 
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Rodman on subway estimates, progress reports x 
P _ (at times) in charge of survey parties, and after sox 1912 Jun. Engr. in charge of survey | a 
‘Se party on subway construction. TT 4.9: SP 3.8: 
- Leveler with State Engr., in charge of field pan on . hydrographic surveys and canal con- 
_ gtruction. 7T 0.9: P 0.9: RC 0.9. March 1914 to Jan. 1915 Bridge Designer on highway 4 
bridges; locks, movable dams, etc. TT 0.8: P 0.8: D 0.8. Jan. 1915 to May 1916. Jun. os 
Engr. + Public. Service Comm, in charge ‘of party on elevated railroad construction and pre- 
-‘lminary | surveys. — TT 1. 4: P 1.4: RC 1.4. May 1916 to March 1917 Draftsman, U. S._ 
Navy Yard, Brooklyn, on structural design for battleships. ae 0.9: P 0. 9: RC 0.9. “March > 
ee 1917¢t to date with Bureau of Bidgs., Borough of Manhattan, until Jan. 1920 as Engr. inspector } 
Can € in charge of district, inspecting buildings as safety and compliance with Building Law; and 
- gince Jan. 1920 Asst. Engr. examining plans of factories, office buildings, theatres, coal 
we ete. for compliance with Building Laws, checking designs of steel and conquetpegll 
‘conerete construction, flat slab, wind bracing, etc. TT 9.8: P 9.8: RO2.8: D7. TT 


5.2: RC 6.5: D 8.7. Refers to A. Brociner, A. Geist, J. 0. Lewis, M, Miller Z 


ay DOWNING, RODERICK LYLE, “Assoc. M. 617 Mapleton Ave., Boulder, Colo. (Blected 
19, 1922.) 34. Lamar, Colo. B. S. in c. E., Univ. of Colo. TT 2: 
eRe “June to Sept. 1913 Transitman, Grand. Junction Mining & Fuel Co., Cameo, Colo., in 

_ charge of underground and surface survey ot ‘coal mine and preparation | of maps. _ July 
a 1914 to June 1916 with Atchison, Topeka & Santa Fe Ry. Co., as Rodman, ‘Instrumentman, — 

and Inspector on pile trestle bridges and wood and concrete box culverts, survey and con- 
struction of spur track, etc., and (after Feb. 1916) Draftsman and Asst. Engr., Chf. Engr.’ 
office, Topeka. Kans., “map work. June 1916 to Aug. (19171 Draftsman, Oregon 
‘Short Line R. R. Co., Chf. Engr.’ ’s office, Salt City, valuation map work, TT 1.2: a 2. 
‘Aug. 1917 to ‘Sept. 1923 | Chf. of Party and Highway Engr., -U. S. Bureau of Public Roads, 
- Ogden, Utah, in charge of party on location © and design _ of graded mountain highways and 4 
- office design of other locations ; summers 1919-1921, Res. Engr. on two sections of Ketchum 
Clayton Road, Idaho (18% miles graded ‘mountain highway,. $96 500), also made 
TT 6.14: P61: RO GA: 


Valley ‘View and Grand Valley Drainaee Dists., Arkansas ‘Valley, Colo. (total 9500 acres, oe 
approx. $260 000), also preliminary surveys, soil examination and estimated costs of Sterling Ma 
A -(Colo.) and Patterson Valley, Rocky Ford, Colo., Drainage Dists. (total 7500 acres). TT 1: oa 
1: RC 1: D 0.5. Sept. 1924 to Sept. 1925 in private practice, Rocky Ford, Colo., 
we ht municipal work | and s ibdivisions, irrigation , Surveys ; Asst. City Engr., La Junta, Colo. 
a (6 months), on repair of reinforced concrete water reservoir, design and installation of 4% 
ae ‘miles of sanitary sewer and 8 “miles. f. combined curb and gutter; made sanitary design for a 
North La Junta schools, including water supply, pumps and ‘Sewage- -disposal plant, and 
preliminary “investigation “of Rocky Ford Drainage Dist. yat 1: P13. RO 4: 3 Sept. 
1925 to Oct. 1926 Field Enegr., American Beet Sugar Co., East Grand Forks, Minn. +» OD 
struction of beét sugar factory ($1500 000); in direct charge ‘of excavation, concrete work, a 
grading of grounds and roads, installation of water and sewer lines; checked steel work — 
and had general charge of plans. P 1. 1: RO 1.1. Oct. 1926 to date 
Civ. Eng., Univ. of Colorado, Boulder, Colo., in charge of courses in Municipal and Sanitary © 
4 Design. TT 0.2: P 0.2. TT 14.5: SP 2: P 12.5: RO 9.2: D 4.2. Refers to I. C. Craw- 


ford, C. L. Eckel, W. C. Huntington, M.S. ‘Ketchum, B. W. Matteson, M. D. Williams. 


ae (13) FOX; HAROLD KINNE, “Assoc. Care, ‘San Joaquin ‘Light & Power Corp., Fresno, 
Cal. (Elected July 6, 1925.) 36. Born Rome, N. Y.) 1913 B. in C, E., Clarkson 
Coll. Tech. ‘TP 23 SP Prior to graduation (over 1 year) ‘in Div, Engr.’s ‘office, ‘Bingham- 
NL. to Sept. 1913 Engr. in charge of brick paving ($49 000) New York 
= rR State Highway Dept. ‘TT 0.8: SP 0.8. Sept. 1913 to Jan, 1915 Transitman, Canadian Pacific 
Ce R. R., reconstruction and maintenance, some design, next in charge to Res. Engr. aT 1.8: 4 ; 
 $P 1: P 0.8. Jan. 1915 to Jan. 1916 with Hanawa Falls Power Co., Potsdam, N. Y., as 
* Field Engr. on location and construction of steel tower transmission line, and Supt. f 
ie ‘Goan of water line across Grass River, Massena, N. Y. TT 1: SP 0.5: P 0.5. Jan. a 
1916 with Darrel as Field Engr. on 6-story reinforced concrete ware- 4 
tte _ house, San Pedro, Cal. TT 0.6: SP 0.6. Aug. 1916 to Sept. 1917 with Southern California, e: 
ony Edison Co., Big Creek, Cal., field office, as Asst. to Gen. Foreman and later Asst. Res. Engr., _ A 
designed gravel and crushing plants, construction layouts, etc., raising three gravity dams; 
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-electric plants; Res. ‘Engr. on construction power house, penstock and 
of tunnel (50000 h. p., $6 000 000), including superintendence, inspection and field 
design, checking and revision of designs, engineering tests, etc. ; “in charge of investigation 
and design of Tule River water conduit, and of investigation of economics, reports, design 


a and Sonetrostion of 12 miles of water conduits in Crane Valley System; in complete charge 


directed Keverat redesigns, responsible for methods and costs of construction ; since May 1923 in 
- full charge of Constr. Dept. of Corporation; since March 1925 in complete charge of design 
and construction of the Balch Plant of Kings River Project — “(40 000 h. p.), including a me 
Be _ concrete arch dam, 3% miles of tunnel, penstock and power house. TT 7. 2: P 7.2 RC 6: a 
Lae 15.3: SP 4.4: P 10.9: RC D 1.4. Refers to P. Bailey, F. E. Bonner, A. 
‘Davis, E. Hyatt, L. R. Jorgensen, D. H. Redinger, G. L. Swendsen. 
(11) GILKEY, HERBERT JAMES, Assoc. M., Univ. of Colo., Boulder, Colo. (Blected Sept. 
es “(Age 37. “Born Montesano, Wash. ) 1911 B. S. in Civ. Eng., Ore. Agri. Co 
1916 B., ‘Mass. Inst. Tech., ang B. S., Harvard 1923 M. Univ. of Th 
Summers 1909, and 1910 Chainman and Asst. n construction, irrigation and county 
surveys in Southern Oregon. ‘June 1911 to Korii 1913 Rodman, Recorder, Instru- 
mentman ‘and ‘Asst. ‘Ener. on surveys in’ Oregon and California. 2.0 8. May 
to Aug. 1914 Asst. Ener., _Tumalo Irrigation Project, Oregon. TT 1.8: P 18: RO 1.8. 
June 1916 to Aug. 1917 Asst. to Track Elevation Engr. , Pittsburgh, Cincinnati, Chicago & ae 
St. Louis R. R, Chicago. 1.8: P 1.8: : RO 1.3. Sept. 1917 to Jan. 1919 ist Lieut., 
} Engrs., until July 1918 on military mapping in New Mexico and Virginia, then in charge nee 
supply, construction and _ transportation for G-2-C Headquarters Second Army, Toul, France. — 
TT 1.4: P14: RO 1.4. Feb, ‘to Aug. 1919 organized and had oe under Herbert Hoover, i 
of Map and Drafting Dept., , American Relief Administration, Paris. TT 0.6: P 0.6: RC 0.6. x 
Sept. 1919 to Feb. 1921 Structural Engr., Lord Eng. Co., Chicago, reinforced conciéte design, fas 
in charge of production. (1.5; P 1.5: RC 1. 5: D 1.5. March 1921 to Aug. 1923 Instructor, 
Dept. of Theoretical and Applied Mechanics, Univ. of Illinois. TT 2.4: P 2.4. Sept. 1923 — 
to date Asst. Prof. and Associate Prof. of Civ. Eng., Univ. of Colorado, research in a. 
Consulting, ete. (TT 3.8: 8.8: RC 3.8. TT 15.6: SP 2: P 18.6: RC 9.4: D 1.5. Refers 


to H. S. ‘Crookes, F. R. Dungan, C. L. Eckel, M. L. Enger, W. C. Huntington, M. 8. Ketchum, 


(7) JENKS, HARRY NEVILLE, Assoc. M., Iowa State Coll, Ames, Iowa. (lected Junior, = 
May 15, 1917; Assoc. M. Nov. 9, 1920.) (Age 83. _ Born Maysville, Mo.) 1916 B. acd ae 
_ Univ. of Cal. TT 2: SP 2. June t to Sept. (1916 with Chas. G. Hyde on manu- 
for report on possible sources ‘water supply for Sacramento, Cal. TT 0.8: 
SP 0.8. Sept. 1916 to Feb. 1917 Eng. _Asst., Bureau of San. Eng., California 
Board of Health, Berkeley, office, field laboratory. TT 0.4: SP 0.8: P 0.1: RO 
i Feb. 1917 to. June 1919 ‘San. Engr., Burma ‘Mines, Ltd., Namtu, Burma, India, o 
health» work, wanes supply, Bape disposal, malaria, plague and cholera control. TT 2.8: 
SP 0.5: P 1.8: RO 1.2: D. 0.6. - June to Dec. 1919 Asst. Engr., California State Board of 
‘Health, field work, sewage disposal and sanitation of swimming pools. TT 0.5: P 0.5: a 
0.8: D 0.2. ‘Dee. 1919 to Aug. 1922 Special Asst, Engr., Filtration Div., Sacramento, Cal., 


be on design xt pumping- and filtration- works, research experimental development of apparatus, 


as Supt. and | Res. Engr. of construction ‘of Kern Canyon Project (15 000 kw., $2 000 — 


‘hydraulic design and filter details. TT 2.6: SP 0.5: P 2.1: RO 1: D411. - Aug. 1922 to May 

1928 Asst. _Engr., San. Dist. of Chicago, on design of North Side sewage-disposal works. 
me 0.8: P 0. 8: D0. 8. June 1923 to Sept. 1926 with City of Sacramento, on pumping- i 
Fi b filtration-works until Jan. 1924 as Asst. Engr. on construction, inspection and tests, then Supt., 
responsible charge of operation, research problems, special designs and investigation a 
- since Jan. 1924 also private consulting work as San. Engr. Pid 8.8: P 8.8: RC 2.3: D a 
a Sept. 1926 to date Associate Prof. of San. Eng., Dept. of Civ. Eng., Iowa State Coll., instruc- ve 

tion and research. TT 0.2: P 0.2: RC 0.2. TT 12.4: SP 8.6: P 8.8: RO 5.1: D 8.7. 


LARSON, EDWARD GUSTAF, Assoc. M., The Foundation Co., Lima, ‘Peru. (Hlected 

April 3, 1922.) (Age 35. ‘Born in Sweden. ) 1914 E., Valparaiso Univ. TT 2: SP @. 

Sept. 1914 to Feb. Machinist on D New ‘London Ship Co. 


swith 0. 8, Army, in charge construction camp at Occoquan, V 
Battalion; 11 months in France building and operating crus 
_ charge of road reconstruction and maintenance in San Mihiel 
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Ciy . Engrs., surveying f 

1915 to 1916 Marine 

Elec. Boat Co., of plans for piping and machinery for 
submarines. «1916 to. 1917 Instrumentman, | Inspector and Shift Engr., 
York State Public Service Comm., triangulation, tunnel alignment and construction. 

; ta 41: RC 0.3. 1917 to 1918 Instrumentman and Designer, U. S. Coal & Coke Co., being a 


Pd: 5; 0.7. 1918 to 1921 Civ. Engr., Public Works Dept., 


TR. “Binds, 


(15) LIVESAY, WALLACE BRIGHT, Assoc. M., 607 San Jacinto Life Bldg., Beaumont, ‘Tex % 
(lected Nov. 21, 1921.) (Age 40. Born Frankford, W. Va. 1907 B. S. in Civ. ‘Eng. and 

1909 C. E., Va. Pol. ‘Inst. “1914 B. S. in Arch. Eng., Univ. of il. SP 2. June 1907 
na to May 1908 Tracer and Detailer on structural steel, American Bridge Co., _Pencoyd _(Pa.) ay 
Works. TT 1: P1. June 1909 to Sept. 1912 with Virginia Bridge & Iron Co., Roanoke, Va., oe 
year as Detailer, 1 year as Checker and semalndar of time in Designing Dept. on structural — 
steelwork. TT 8: P 8: D 2. _ June to Dec. 1914 Engr. for Parks, City of Zanesville, Ohio, % 
on roads, bridges, surveys, etc. TT 0.5: P 0.5: RC 0.5: D 0. 5. June 1915 to Aug. 1917 Chf. 

_ Engr., The Pyrites Co., Ltd., of ‘Wilmington, Del., on design and construction of ore- treating — 
ah plant. TT 2: P 2: RC 0.2: D 0. 2. _ Aug. to Oct. 1917 and May to Sept. 1918 Checker and < 
- Designer, Richmond (Va.) Structural Steel Co. TT 0.7: P 0. 7: D 0.7. Oct. 1917 to May 
1918 Asst. _ Bridge Engr., Seaboard Line Norfolk, Va., Checking old spans and 
reinforcing for heavier engine loading. TT 0.6: P 0. 6: D 0.6. Sept. Beh to July 1919 
Instructor, Architectural Eng. Dept., Univ. of Illinois. RC 1: D July 1919 

to July 1922 Chf, Draftsman , Port Neches Pee, Plant, The Co., on general design 
and construction of oil refinery. TT 3; P 3: RC $3: D3. July 1922 to date ‘member of firm, 
Livesay & Wiedemann, Archts., Beaumont, “Tex. schools, churches, residences, business 

buildings, etc. (over $2 500 000). TT 4.5: P 4.5: RC 4. -D 4. 4 TT 18. 4: 8P2:P 49. 4: 

RC 9.2: D 12.8. ‘Refers’ to P. A. Blackwell, H. A.- -Davies, A A. C Love, 'V. Moore, L. H. 
Provine, C. R. Richards, A N. Talbot. 


MAGOON, ESTUS HUBERT, Assoc. M., , Atwood, Ill. _ (Elected March 12, Tors.) Age 


34. .Born Malone, N. Y.) 1913 B. S. in Cc. Purdue Univ. 1914 M. 8. , Mass. Inst. Tech, 


TT 2: SP 2. June to Aug. 1913 Chemist, “Indiana State Board of Health, ‘study of a. 
water supplies and river pollution, cities and towns along White River. (0.2: 0.2. 
Sept. 1913 to May 1914 graduate work in Hydr. and San. Eng., "Massachusetts Inst. “Tech- 
aie nology, and Aug. 1914 to April 1915 ‘Field Instructor in _ surveying at summer camp, “a 
 dater- assisted in checking designs, correcting problems in Hydr. and San. Eng. - TT 1.5: PS 
P 1.5, June to July 1914 Chemist for iron removal studies, Brookline (Mass.) Water-Works. * 
TT O. 2: P 0.2. May 1915 to Aug. 1916 San. _ Inspector, ‘American Red Cross European San. om 
Comm. ; being Bacteriologist and San. Engr. ; on control of water-borne disease, typhus 
‘malaria in Servia, Albania, Corfu and Greece. T7 1.8: P 1.8. "Sept. 1916 to Jan. 1917 Asst. Engr. 
tor H. K. Barrows, Cons. Engr., Boston, design of sewers, dam, power house and structures 
for improvement of Quequechan River at Fall River, Mass. TT 0.5: P 0.5: D 0.5. Feb. 1917 — 
ew eos - March 1918 Supt., Lanash Refining Co., Boston, installed machinery, etc, for refining wool 
grease into lanoline; operated small factory. TT 12: P.1.2. April 1918 to July 1919 
‘Engr. Air Nitrates Corporation and (later). for Ordnance Dept. at U. S. ‘Nitrate Plant No. 2 


grainage, etc.; from Jan. 1922 to May 1923 San. Engr., Commiesto Rockefeller in Brazil, 
South America, in charge of engineering work in Div. of Malaria Control » Surveying towns, — ) 
and Engr. Asst. and others ; ond atten 1923 Consultant to Health Depts. 
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and building work, an es. Engr. On concrete arch Dri 
to 1924 with County Engr., Westchester County, -Y,, as Transitman and Inspector on 
highway work, and Designer and Res. Engr, ‘on concrete slab, girder arch bridges. 
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Nicaragua ; survey of water supplies ‘wit projected plans for water- filters, new “water-_ 
_ Supply systems, “reservoirs, sewerage, ete., prepared plans and devised solutions of municipa 
TT 6.8: P 6.8: RC 5.4: 7 15: SP 2: P18: 
RO 6.7: D 1.8. H.K. Barrows, H wW. Durham, W. K. Hatt, D. Porter, C. M. Spofford, R.S. 2 


(13) PETERSON, OTTO ‘WALLACE, Assoc. M., 6209 Rockwell St., Oakland, Cal. (Elected 

Oct. 31, 1911.) (Age 46. Born Berkeley, Cal.) 1904 B.S., Coll. of Civ. Eng., Univ. of Cal. ne 

ei TT 2: SP si; Deelah: 1902 Rodman, U. S. Dept. of Agriculture, 1902 to Aug. 1903 — 

a Recorder ‘and Hydrographic Aid, and. ‘May 1904 to June 1905 Asst. Hydrographer U. Ss. = 
: Geological Survey, California. TT 2.8: SP 2.8. June 1905-Aug. 1906 Instrumentman, Bs 
Locating Engr. and Asst. Engr., U. Ss. Reclamation Service, Yuma (Ariz.) Irrigation Project, a 

surveys, location and design of canals, levees, etc. 77 1.2: 0. 4: P 0.8: D O. Sept. 
i Nov. 1906 Gen. Foreman, Spring Constr. Co., Berkeley, Cal., on street and sewer construction. — ‘ 
0.2: SP 0.2. Dec. 1906—May 1907 Constr. -Bner., California Development Co., Calexico, 
on design, location and construction of canals and levees = 0.5: (0.5: 

RC 0.8: D 0. a. ‘a May 1908 to April 1909 Supt. and Asst. Ener., U. Ss. Reclamation Service, 
Orland, Cal., | in immediate charge of engineering and construction on division works, etc., and 
tater on plans for proposed work. sy 0.9: P 0.9: RC 0.9: D0. af May 1909 to March 1913 
da Foreman Supt. and Div. Supt., Los Angeles Aqueduct, in charge in field of ConstrustiOn’ J 

of concrete-lined conduit (40 miles) and structures. TT 3.8: SP 0.8: P 8: RO $3: D1. 

os - to Dec. 1913 Supt. of Constr., Pacific Gas & Elec. Co., San Francisco, Cal., on Drum 

Power Project (33.000 h. p. installed). TT 0.7: P 0.7: RC 0.7: D 0.1. Feb. to Aug. Me 

1914 Valuation Engr. for H. T. and C. L. Cory, in charge of valuation of water company  ~ 

properties in Alameda and Contra Costa Counties, Cal. TT 0.6: P 0.6: RC 0.6. Sept. 1914 
to March 1915 Engr., U. S. Reclamation Service and State of California (State Engr.) on 

Mareh 29 of: water supply, irrigation and power possibilities in Pit River Basin, Cal. 
«TT 0.6: P 0.6: RC 0.6: D 0.4. April 1915 to June 1916 Constr. Engr., Modesto Irrigation = 

-~Dist., Cal., on plans, specifications and construction, including tunnel and canal enlargement, forme i 

canal lining, numerous reinforced concrete structures, hydraulic fills, ete. TT 1.2: P 1.2: o) 

RC 1.2: D 0.6. July 1916 to April 1918 Constr. Supt., and Oct. 1919 to May 1920 Constr. a 4 

- Engr., Pacific Gas & Elec. Co., first on raising of Spaulding Dam and construction of several oi ’ 
small concrete dams, small power ‘Plant, tunnels, canal ‘excavation and lining, and yoy 


4 2. 4: D 0.8. May 1918 to ‘Sept. 1919 Engr., Oriental Consolidated Min, On; Uusan, Keren; 


ae designed (except power house machinery and electrical facilities) and constructed — * 
water power project (1 200 kw.) ; reported on power and irrigation projects for other com- { 
"a e panies in Korea. TT 1.4: P 1.4: RC 1.4: D 1.2. June to Dec. 1920 Engr. and Supt., Shat- Ee 
" an tuck Constr. Co., in charge of shaft and tunnel | excavation and lining, Tunnel No. 1, Lake Bitsy 
_— Alminor Project of Great Western Power Co. of California. TT 0.5: P 0.5: RO 0.5: D 0. » & cee 
Dee. 1920 to date Engr. of Gen. Constr. , Pacific Gas & Elec. Co., general supervision of con- * 
Ds struction of hydro- electric projects, substations, steam plants, additions, (about 
000 000). 5.9: P 5.9: RO 5.9: D 0.5. TT 24.2: SP 5.7: P 18.5: RC 17.6: D 6.2. 
Refers to R. Clifford, | Cory, A. P. Davis, D. H. ‘Duncangon, F. C. Herrmann, J. B. 


(11) PROUTY, WINFRED LAPFAYETT E, Assoc. M., 4550 Julian 8t., Denver, Colo. (Elected 
June 1, (Age 37. Born Denver, Colo.) 1911 B, in Civ. Eng., ‘Univ. of Colo. 


& Pacific Ry. 7T 1: SP 1. July 1912 to Feb. 1913 Chf. Draftsman, ‘Goldsborough Eng. Co. 
i TT 0.6: SP 0.6. Feb. 1913 to July 1916 Draftsman and Engr., City and County of Denver. | es 

TT 3.4: SP 2.9: P 0.5: RO 0.5. July 1916 to Feb. 1917 with Victor American, Fuel Co. 

on railway valuation work. TT 0.6: SP 0.8: P 0.8: RC 02: D 0.1. Feb, 1917 to Dec. 

1918 Structural Designer and Supt. of Constr., Western Chemical Mfg. Co. TT 1.8: P 1.8: Ra . 
ROC.0.1: D 1.7. Dec. 1918 to Aug. 1919 ill. Aug. to Oct. 1919 Salesman, R. Hardesty Mfg. x x8 
Co. ‘TT 0.2: SP 0.2. Oct. to Nov. 1919 Designer, Denver Steel & Iron Works. | TT 0.1: eS 
PO. ti D 0.1. Nov. 1919 to May 1920 Chf. Engr., Colorado Chemical & Mfg. Co. TT 0.5: ae 
P 0.5: RC 0.5. May to Sept. 1920 Chf. roan Gates Rubber Co. TT 0.38: P 0.8: D 0.8. ar x, 
Sepa: 1920 to Sept. 1921 Asst. Engr., U. S. Reclamation Service. T7 1: P1: D1. Sept. 1921 — 

to Sept. 1922 with Service Dept., aaah & Howard Lumber Co. TT 1: SP 1. Sept. 1922. 
_ to date member of firm, Prouty Bros. Eng. Co., Civ. | and Mech. Engrs., also 1921 to 1925 aa 
Evening Vocational High School, and at present Tasteactor in Appraisers lass, 
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Univ. of Denver. 02. TT 16.8: SP 8: Fi 8: ‘RO 5.3: D 8.4. 


(1) WELLE, EBERHARD, Assoc. M., 


SP 2. 1912, April 1913 Draftsman, with Alexander Potter, Cons. Engr. ‘New York | 
City, on sewerage systems, sewage-disposal plants, etc. TT 0.8: SP 0.8. May to Dec. 1913 — 
r Surveyor, United Fireproofing Co., New York City. TT 0.7: P 0.7. Jan. 1914 to April 1920 fee 
_ Draftsman, Interborough Rapid Transit Co., New York City, investigation of strength of 
_ elevated and subway structures, with studies, designs, plans and estimates of cost, designs : 
and. Plans of track and yard buildings, etc. TT 6.3: P 6.8: D 6.8. May 1920 to date Asst. q 
ha Engr. and (over 5 years) Asst. Designing Engr. directing squads, New | York State Bridge oe 
2 and Tunnel Comm, and New Jersey Interstate Bridge and Tunnel Comm., investigations, re 
Safe ris designs and estimates for tunnel location, contract and working drawings for construction se 
Bi Holland Tunnel, particularly design of ventflating | shafts and subway construction connected 
ie i“ with Contracts 1-6, and ventilation buildings, Contracts 13 and 14... tT 6.5: P 6.5: RC 5.1: 
6. TT 16. 3: : SP 2.8; 13. 5: RC 5.1: D (128. Refers tc to 0. L, Brodie, Cc. Carpenter, 


(8) WESTERGAARD, HARALD MALCOLM, Assoc. M., 806 South Lincoln Ave., Urbana, Ill. 2 ; 
June 19, 1922.) (Age 38. Born Copenhagen, Denmark.) 1911 B. in Cc. E., 
os Royal Coll. of Eng., Copenhagen, Denmark, 1916 Ph. D., Univ. of Ill. 1925 Doktor- Ingenieur, 
Technische Hochschule, Munich, Germany. TT 2: SP 2. 1911 to 1912 with Danish War Dept., . 
pening on sanitary engineering. TT 0.8: SP 0.4: P 0.4: D 0.4. March 1912 to April — 
1918 with Christiani & Nielsen, Hamburg and Copenhagen, reinforced concrete design. Ps T 
RC 0.9: D 1.1, Oct. 1913 to ‘April 1914 on reinforced concrete design, London, 
- Bngland. aT 0.5: P 0.5: RC 0.5: D 0.5. April 1914 to June 1916 graduate student, Univ. v 
of Illinois. July to Sept. 1915 Concrete Inspector, Illinois wrapeasi Railroad. TT 2.2: SP 0. e 
3 2. July and Aug. 1916 on investigation of patent ‘and bridge design. TT 0.2: P 0.2: ef 
RC 0.2. 1916 to 1919 Instructor in Theoretical and Applied Mechanics, 1919 to 1921 Asso- ea 
ciate, 1921 to 1924 Asst. Prof., and 1924 to date Associate Prof., Univ. of Illinois; taught 7 
statics, strength of materials. and hydraulics, ete., also research work, in struc- 
tural analysis, etc. June to Sept. 1917 with Smith, Hauser & Maclsaac, Contrs., on 
4% thon of Camp Meade, Md.; June to Sept. 1918 Concrete Engr., Concrete-Ship Dept., Emer- ; 
oe gency Fleet Corporation; June to Sopt. 1920 Research Engr., on investigation of flat slabs, = 
* _ Bureau of Standards and American Concrete Institute (codperating) ; June to Sept. of years ia 
1088 and S. Bureau of — Roads. TT 2:P 9. RC 6.6. | 


@) YOUNG, ‘CLARENCE RICHARD, "Assoc. M., 98 Hilton live: Toronto, 10, Canada. (Elected 
Jan. 6, 1915.) 47. Born near Picton, Ont., Canada.) 1905 B. A. Se., and 1914 C. E., 
ag Univ. ‘of Toronto. TT 2: SP 2. _ May to Oct. 1901 Asst. on drainage surveys with J. H, A. 
4 Moore, Smith’s | Falls, Ont., acting as Chainman, Rodman, Leveller _and Draftsman. 
if May to Oct. 1902 and May 1903 to Oct. 1904 Draftsman, Dominion Bridge Co., Lachine, Que. 
‘4 shop drawings of building and bridge work, some checking. TT 1.4: SP 1.4. May 1905 to att 
March 1906 and Jan. to May 1907 Draftsman, Engr. in charge of location parties and Res. A 
_ Engr. for Toronto and York Radial Rys., on extensions to West Hill and Port Credit. es he 
a 1.2: 8P 0.2: P 1: RC 1. March 1906 to Jan. 1907 Draftsman, Checker, Designer and Esti- f 
Dept., Canada Foundry Co., Ltd., Toronto, railway and highway bridges 
uildings. TT 08: SP 0.4: P 0.4: RC 0.4: D 0.4. July to Sept. 1907 and July to Aug. 
34 908 Asst. Engr., Smith, Kerry & Chace, Cons. _Engrs., Toronto, in charge of bridge ale . 
te a transmission tower designs” and Res. Engr. on paper mill reconstruction. TT 0.8: P 0.8: oh 
RO 0.8: D 0.2. Oct. 1907 to July 1913 Lecturer in, July 1913 to July 1919 Asst. Prof., ry 
July 1919 to July 1924 Associate Prof., and July 1924 to date Prof. of, Structural Eng., as 
e ‘Univ. of Toronto. TT 12.6: P 12.6: RO 8. 7. Also May to July 1909 Prin. Asst. for Frank 
i Barber, Cons. Engr., Toronto, on design and supervision of construction of highway bridges, ‘ee 
and July 1909 to date Cons. Engr. on design and construction of bridges, buildings, etc., 
o being Structural Engr. on plant of Machinery and Foundries, Ltd., Brockville, Ont., ‘Sudbury > a4 
- Mining and Technical School, buildings for Telfer Mfg. Co., Toronto, etc., Cons. Structural 
‘Engr. (2 years) for Ontario Govt. on bospital and prison work, _ Advisory Engr. on design yi 
8 present) Yor’: ‘Beaside viaduct ($1 000 000), Toronto 
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($30 000 000), over River ; ‘various TT 6.1: P 6.1: RC 6.1: D 6.1. 
“TT 24.4: SP 4: P 20.4: RC 16.5: D 6.7. Refers to F. A. Gaby, A. H. Harkness, G. A. 
‘McCarthy, C. H. Mitchell, F. P. Shearwood, R. O. Wynne-Roberts. = = 

BELL, ANDREW McALPINE, Jun., P.O. Box 275, Ravenna, Ky. April 20, 1925.) 


e Timekeeper on rebuilding: of Asheville- -Salisbury Lie of Southern Ry. TT 0. 2: SP 0.2. Sept. 


a - to Nov. 1922 Jun. Engr., Illinois Highway Dept., acting as Instrumentman, computing, pre- a 


paring» right-of-way maps, etc. JT7 0.2: SP 0.2. June 1923 to June 1925 with State 
. Highway Comm., Charlotte, N. C., until May 1925 as Instrumentman and Asst. Office Engr., ‘ 
making and checking final estimates on highway work , including roadway and structures; 
then Instrumentman and ‘Asst. on ‘city paving work, building streets and placing storm drain- | ‘i 
TT 2.14: P 2.1. June to date Res. Highway Dept., in charge of 


bridges poe 40- ft. and two 50- ft. spans) and a %0-ft. reinforced concrete arched underpass , 
‘and box culverts and pipe drains. TT 1.5: P 1.5: RO 1.5. TT 6.1: SP 2.5: P 8.6: — 
& 1.5. Refers to H. F. Clark, S. B. Howard, J. H. Pratt, J. B. Pridgen, C. H. | Sutherland, 


dt) BENNET, HAROLD HOUSLEY, Tennyson St., Denver, Colo. 


= Feb. 25, 1924.) (Age 30. Born Denver, Colo.) | 1920 B. S., Mass. Inst. Tech. TT 2: SP 2. 
‘May 1917 to Des. 1918 2d Lieut., 341st Field Artillery, 89th Div., Ft. Sill School of Fire, oe . 
¥ charge « of School, for Officers, 59th Field Artillery, also Acting Battery Commander. TT 1.6: + 
‘SP 1. 6: RC 1.2. _ Aug. to Sept. 1920 Chf. of Party, oil shale land survey and report, Grand | 
‘Valley, Colo. “TT 0.1: P 0.1: RC 0.1. Sept. 1920 to Jan. 1921 Chf. of Party (part of time) 
By, *?) on preliminary location, Casper Canal, for State Engr. of Wyoming, on map, preliminary — 

1 “Genter. and cost estimate, TT 0.3 : SP 0.1: P 0.2: RC 0.14: DO1. March 1921 to April — ~ 
1922 Draftsman and Designer, | Reclamation Service, North Platte Project, 
"Mitchell, Nebr., on Geaign of reinforced concrete and timber structures; progress ‘reports; 
Asst. Engr. in construction camp; in charge of tests and reports on concrete beams. TT 1,1: 

Be 1.1: RCO 0.5: D 0.8. Jan. to March 1921 and April to Aug. 1922 Deputy County Rervever, 
aon County, Colo., ., in charge on subdivision for two town sites. TT 0.5: P 0.5 7. 
Aug. 1922 to March 1923 Draftsman and Designer, Bridge Div., Colorado State “Highway : 
“Gene on design of reinforced concrete steel and timber structures. TT 0.6: SP 0.2: P 0.4: : 


ay 0.6: March to Sept. 1923 Draftsman and Designer, Bldg. Dept., Mountain States Tele-_ 


x 


phone & Telegraph Co., investigation | and report. en main exchange, Denver, 
stories ; design of 1 various alterations and additions. TT 0.5; P 0.5: RC 0.8: D 0.2. Sept 
1923 to Oct. 1926 (except June to. Aug. 1925 an and Jan. to “April 1926 loaned to. Colorado 


i Portland Cement Co., being responsible for structural design of mill and power. buildings Bs, 
for cement plants). Draftsman and Designer, Shankland, Ristine & Co., Engrs., j 
Colo., on structural design of reinforced concrete and structural steel for schoo 
($1 500 000), stadium, hospital, _12-story steel office building, Y. Cc. A, . building, 
any, e Ss. , Hewitt system of water tanks, and various buildings and grain elevators. TT 3.2: fi heave 
 P 8.2: RO 1.6: D 8.2. Oct. 1926 to date on design of university buildings for Univ. of we sol 
4 Colorado, including gymnasium ($150 000). my 0.1: P 0.1: D 0.1. ar: 10: SP 3.9: 
6.1: : RO 4.8: Meters, to F. D. R. 8. DuBois, c. 


a tron ‘Works, Milwaukee, Wis. to 1922 and July 1923 to Nov. 1924 
gz Draftsman, American Bridge Co., Gary, Ind., detailing beams, girders, columns, etc. “ae 1.6: 

BP 1.6. Sept. 1922 to June 1923 graduate student in Civ. Eng., Massachusetts Inst. of Tech- 

4 0. 7: P “Nov. 1924 to June 1925 Bridge Inspector, Southern Ry., Lines Hast, 


spans, and dettrmating. ' TT 0.6: P 0.6. Suns 1925 to "Feb. 1926 2d Asst. Engr., and Feb, 1926 
to date Senior Engr., Bridge Dept., Office of Chf. Engr., M. W. & &. Lines Charlotte, 
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i Engr.’ ’s office, Seattle, on plans po estimates for highways, Jan, 1922 to July 1926 Asst. 


steel ‘masonry, i ating, field inspection, investigating 

structures, 1.5: P /RO15:D 0.7. TT 6.4: SP 3.6; 2.8: RC 1.5: D 0.7. 

Refers to H. K. Barrows, FW. Dencer, D.. Mead C. M. Spofford, F. Van ‘Hagan. 

a3) BURR, ‘GEORGE DANFORTH, Jun., 368° Hall, San Franelsce, . Cal. 
Dee, 14, 1925. (Age 28. Born Minneapolis, ‘Minn. ) B. S. in Cc. ‘Univ. of Wash, 
pr 2: SP 2. April 1917 to Nov. 1918 Private and Radio Sergeant, U.S. Army; Nov. 1918 

commissioned 2d Lieut., Coast Artillery. gt 9 6. June 1919 to June 1920 and 

Sept. 1920 to Feb. "1921 Computer, checking plats, etc., City Engr.’s office, Seattle, Wash. 

1.4. June to Sept. 1920 and Feb. 1921 to Jan. (1922 Draftsman, King County 


_ ‘Engr. in same office, on design of highways and of reinforced concrete highway structures, 
gupervising (under Chf. Engr.) plans and estimates for.jhighways, writing specifications 
“i and preparing contracts. TT 3.9: SP 1.1: P 2.8: RC @.8: D 2 , July 1926 to date Asst. 
8 Engr., Bureau of Eng., Dept. of Design, San Francisco, on design of Islais Crock, Sewer and 
a in charge of plans for San Francisco Municipal Airport. TT 0.4: P 0.4: RC 0.4: D 0.4. 
TT 9.8: SP 6.1: P 3.2: RC 3.2: D 2.4. _ Refers to T. R. Beeman, I, L. Collier, D. H.. Evans, _ 
_R. A. Huestis, T, D. Hunt, T. G. McCrory, L. G. Tegtmeyer. 
(7) CARTER, HAROLD SAMUEL, Jun. ., 807 Eight St., Brookings, S. Dak. (BHlected Jan. 14, 2 
i 1924.) (Age. 30. Born North Evans, N. Y.) 1921 B. S. in C. E., Ore. State Agri. Col, 
1923 M. S. in C. E., Iowa State Coll. TT 2: SP 2. 1917 to 1921 ‘(while student) ‘Chain- 
man, Rodman, Levelman, Transitman and Inspector, Oregon Highway Comm., on ‘location, 
= bi grading, pavement, culverts and small bridges. “Sept. 1921 to June 1922 and Sept. 1922 = 
June 1923 Graduate Asst., and graduate student, Iowa State Con. 5. to 
Sept. of years 1922 and 1923 Asst. Research Engr., Bureau of Public Roads, Ames, Iowa. al 
| Bu Ga. Sept. 1923 to June 1924 Instructor, C. Dept., and June to Sept. 
Instructor in Highway Eng. _and Research Asst. Towa State Coll. 0.9: P 0.9: 
RC 0.2. June to July 1924 Inspector, Currie Eng. Co., Webster City, Iowa, sheet asphalt a 


‘repair work at Ft. Dodge, Iowa 0.17 RC 0.1. Sept. 1924 to date with Civ. Eng. 


__-Dept., South Dakota State Coll. until June 1925 as Asst. Prof. from Sept. 1925 to June 1926 


Prof. and Acting Head of Dept., and since Sept. Prof. and Head of Dept.; 
‘June to Sept. 1925 Supt. of Constr., same College, being Engr. in ‘charge of building con- 
struction ($60 000). Since Sept. 1923 also on consulting work, Designer on heating ini, 


BB yes ‘concrete water reservoir, As concrete — etc. (total $50 wv) and surveying. 


Jun., 


1920 on of concrete office and mill & Co., 
me, _ Shanghai, China. TT 1: P 1: D 1. Feb. 1921 to April 1922 graduate student, Cornell a 
‘Univ. ~ June to Sept. 1921 Draftsman with J. A. L. Waddell, Cons. Bridge Engr., New York 
City. 1.8: SP 1.8. May 1922 to 1923 with American Bridge Co., until Jan, 1923. 
s Structural Steel Detailer at Elmira (N. -Y.) Plant , then Designer and Estimator in Re 
. any structural steel office and mill buildings, Div. Engr’s office, New York City. TT 1.5: SP 0.8: a 

as P 0.7: D 0.7. Dee, 1923 to Aug. 1925 Asst. Bridge Engr., Kiaochow Tsinan Ry. (formerly a 
nei. } Shantung Ry.), Tsingtao, ‘China, in responsible charge of — work and on designs and 
plans for bridge reconstruction ($3 000 000). TT 1.8: P 1.8: RO 1.8: D 1. Sept. 1925 
to date with Peking Mukden Ry., first as Res. Engr. “in charge of T. L. H. ‘bridge construc- | v4 
4 tion (16 spans of 100 ft., deck truss), _Chao-Yang Sec., then Engr., in charge of bridge a 
design and fabrication and inspection Eng. Dept. Works, Shanhaikuan. P 1, 3: 
RO 18: D138. TT 89: SP 4.1: P 4.8: RC 8.1: D 4.8. Refers to F, A. Barnes, H 

F. Moore, H. W. Preston, L. C. Urquhart, J. E, Wadsworth, J. G. Wong. 


a3) _DOLLIVER, EMERSON, Jun., 2201 Los Angeles Ave., Berkeley, | Cal. (Blected Jan. 


(14, 1924.) (Age 29. Born Milwaukee, Wis.) 1923 B. S., Coll. of Civ. Eng,, Univ. of Cal. © 
or 2: SP 2. _ April 1916 to Oct. 1917 Recorder and Planetableman, U. S. Geological Survey. va 
* AE 1.5; 8P 1.5. May to Nov. 1918 with 29th Engrs., U. §. Army, in France, drafting, plane- 
a table work, field artillery location. TT 0.5: P 0.5. March to Aug. 1919 and June 1923 to 
— Jan 1924 Transitman, Marin County, Cal. TT 1.1: P11. Feb. to Dec, 1924 member eo 
a Dolliver & = contrs., San Rafael, Cal., grading and pavement work. — TT 0. 9: P 0.9: a 
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Party ‘Designer for Harmon on hog ‘work and, design: of water- works 
 Bolinas Pulls Utility Dist. 0.38: P 0.3: RC 0.8: D 0. ay to July 1926 Concrete 
Marin County, on arch bridges. 

date Chf. of ‘Party for R. W. Van Norden, preliminary survey on I Deer. Creek and Golden 

Feather Power Projects, ‘Tehema and Butte Counties, Cal. TT 0.8: P 0.8: ; RO 0.8. ae 

TT 7.6: SP 3.5: P 4.1: RC 2.1 :D 0.5. Refers to A. C. _ Alvarez, H. S. Bonte, R. E. Davis, | 
F. 8. Foote, . Hyde, R. W. Van Norden, Ww. D ‘Wilkinson. 

(3) ‘FISHBECK, DEWEY GEORGE, Jun., 245 Lincoln Ave., Syracuse, N. Y - € (Elected March et 

12, “1923. (Age 28. Born Gouverneur, UY. 1920 B. S. in C. E., Clarkson Coll. Tech. 

7? ¢: BP. 2. May 1920 to Feb. 1921 Draftsman, and July 1922 to Feb. 1924 Designer and 

a Detailer, Turner Constr. ‘Co., New York City, designing, detailing, etc., on reinforced concrete | 
buildings. 17 2,8: SP 0.7: P 1,6. Feb. to July 1921 Instructor in Mechanics and San. Eng., 

West ‘Virginia Univ. 0. 4: “SP. 0. 4. 1921 to July Engr. and estimating 


Newark, N, and Syracuse, N. ute on sales engineering, and 1y a 
in charge of reinforcing sales in. ‘Northern New Jersey. TT 2.7; P.2.7: RC 2.7; D 0.5. 
TT 8.1: SP 3.1: P 5: RC 2.7: D 0.5. Refers to F. C. Boes, P. Brooks, . Kupee, ¢ Cc 


(11) HOELSCHER, LEONARD WILLIAM, 2035% West Santa ‘Barbara Los 
Angeles, Cal. (Elected Aug. 28, 1922.) (Age 26. Born "Wilton, Mo.) Feb. 1918 to. July 
1925 (except Oct. to Dec. 1918 with U. Army) with C. E. Smith & Co., Cons. Engrs. 
A ve St. Louis, until July 1923 as Tracer, Rodman, Draftsman and Instrumentman, and on detail 
ang design of reinforced concrete, surveys and plans for roads, streets, sewers, etc.; July 1923 _ 
o March 1924 Field Engr. _ Inspector, — water system; March to April 1924 on plans” a 
pecifications, water and streets; Aug. 1924 to April py office work; April to Aug. 1924 and 
pril to July 1925 on structural and street work. 7.4: SP 4.7: P 2.7: RO 1.9: D 1.6. 
uly 1925 to Sept. 1926 Res. Engr., Chf. Engr. of ‘age and Sept. “1926 to date Res. Engr Me 
Los Angeles Traffic Comm., with Wm. D. Hudson and Harland Bartholomew. 
RC 1.4: D 0.6. _ 8.8: SP 4.7: P 4.41: RO 8.8: D 2.2. _ Refers to H. Rartholomew, 
M. H. — W. ‘Hudson, E. C.. E. Stivers 
LENOX, JACOB LEON, “gun, 2075 ‘Seventh- Ninth St. , Brooklyn, N. Y. 
(1921. (Age 29. Born Norbeck, Md. 1919 B. S. in E., George Washington Univ 
ase TT 2: SP 2. Aug. 1917 to Oct. 1918 and June 1919 to June 1922 Computer, U. S. Geological 
Survey ; summers 1919- 1921 in ‘charge of field parties running: primary traverse and levels. 
Ty TT? $: P a RC 0.9. Oct. to Dec. 1918 Private, U. S. Army. .. July to Oct. 1922 Jun. Civ. . 
_Engr., Ds Ss. ‘Dept. of Agriculture, ‘Bureau of Public Roads, auditing vouchers for Federal Aid 
nh on highway construction. TT 0.2: P 0.2. | Oct. 1922 to date Asst. Engr. with Alexander 7 
Potter, N New York City, preliminary surveys for extension to sewer system, Freeport, N. Y.; 
as Res. Engr. construction of. extensions _ sewage- disposal and sewage-treatment 
Imhoff tanks, grit. _chamber, ‘sprinkling filter, settling basin, ‘fine. screens and 
daa sludge digester, Harrison, N. Bf preliminary surveys, assisted on design of sewers, water vig 
i system and pumping stations and. was Asst. Res. Engr., in direct charge of construction of ‘ig 
water system and water-pumping station, Keansburg, N. J.; in charge of field parties on 
m topographic survey (9 sq. miles), essisted on design of sewer , system, etc., Union Township, _ 
N. J.; surveys tor “reservoir sites, Westchester County, N. Y.; location surveys, etc., ‘ 


and assisted in design of sewage-treatment plant Union and Essex Counties, N. J., 
design of sewage- -treatment plant, Springfield,  Mo., sewerage system, Cofpus Christi, Tex., 
“ garbage-treatment plant, West Orange, N. J.; and on water- works valuation, San Antonio, 
 ‘Tex., TT 4.1: P 4.1: RC 0.8: TT 9.8: SP 2: P 7.3: RO 1.7: 

@) PLUM , SVEND. MUNK, “Jun, 1 Alexander 

(Age 31. Born Copenhagen Den -) 1917 B., Royal, ‘Acad. ot Fine Arts, 
School of Archt. I ‘Eng,., Copenhagen, Der mark . TT & 2: SP 2. Aug. 1918 to April 1920 with 
‘Truscon Steel Co., You ngstown, Ohio “” estim ating, « designing and checking, . reinforced con- 

8 
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San Rafael, Cal. 77' 0.2: P 0.2; RC 0.2. May to Dec. 1925 Transitman a 
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(5) ROBERTS, ELLIOTT BURGESS, U. Ss. Co Washington, 
DC (Blected June 19, 1922.) (Age 27. Born Boston, Mass.) 1921 B. S., Mass. Inst. 
(Tech. TT 2: SP 2. ~ June to Sept. 1918 and June to Aug. 1919 Draftsman, B. & T. Fair- a 
banks & Co. ~~ June to Aug. 1920 Rodman, The Foundation. Co., on construction layout, 

Buffalo, N. YY. Aug. 1920 Asst. to J. B. Breed, gearching files for legal cases. Sept. 1926 
to June 1921 ‘(part of time) Asst. Instructor, Massachusetts Inst. of Technology, surveying, — 

ete. ~ Aug. 1921, to date Jun. Engr., Aid and Jun. Hydrographic and Geodetic Engr., U. S. s 

Coast and Geodeticc Survey, until Feb. 1925 “successively engaged as Asst. on gravity and 

4 astronomical determinations in Louisiana and precise triangulation in New Mexicco, ‘being wa 

temporarily in charge of parties, general office work, computations, ‘etc., in 
- Columbia, First Asst., traverse and triangulation party in Virginia, and Chf. of Parties 3 
leveling, traverse and triangulation in England, Florida, South Carolina, and New 

Jersey; from March to Dec. 1925 Fifth Officer, Steamer Surveyor hydrography, topography, _ 

triangulation, ete., Alaska; March to June 1926 Chf. ‘of Party on reconnaissance for | ca 

triangulation in Ligon, Philippine Islands, and” ‘since July 1925 Second Officer, “Steamer 

Pathomer, hydrography, topography and triangulation, Philippine Islands. 6. Ae 

2.8: D 12. SP 2: 5.4: RCO 2.8: 12. Reters to J. B. Babeock, 3d 


L. O. Colbert, R. L. Faris, C. V. Hodgson, E. H. Pagenhart. 


(8) SUEHRSTEDT, HENRY GEORGE, Jun’ “130° North Vine St., _ Hinsdale, Ill. __ (Blected 
Nov. 26, 1923.) (Age 28. Born Chicago, 111.) 1923 B. 8. in C. E., Univ. of I. TT 2: 
ar BP 2. June 1917 to Sept. 1919 “(except Oct. to Dec. 1918 with Eng. Corps, U. 8. Army, . 

Chicago). “or ‘Draftsman, Valuation Dept., Chicago, Milwaukee & St. ‘Paul 
OR ‘R. Co. and (after March 1918) Chicago, Burlington & Quincy R. R. from Jan. to 

Sept. 1919 in charge of detailing terminal maps. TT 2.3: SP Summers 1920-1922 
‘Draftsman and Supt. of Constr. on “small home construction. June 1923 to Dec. 
Draftsman on design of and structures, and Jan. to Aug. 1926 Designer, Chicago 

“Terminal Improvement, Illinois Central R. KR. TT 3.2: SP 1.2: P 2: RC 0.7: D 2. Aug. a 
1926 to date Structural Engr., 'Kelker, DeLeuw & ‘Co., Cons. Engrs., on design of rapid 
transit subways, “Chicago, Ill., and sewage- -treatment _ water Supply plants, 0.8: 
—p 0.8: RC 0.8: D 0.3. TT 7.8: SP 5.5: P 2.8: RC 1: D 2.8. Refers to D. J. Brumley, 


as) TARTT, ‘PHILLIPS BRANCH, Moore Bidg., Antonie, Tex. 


o Dec, 1919 with Highway Dept., Kaufman ‘County, Tex., gathering bridge data. . TT 0. 
4. Dee. 1919 to April 1920 Draftsman and Instrumentman with P. K. Yates, Cons. Engr., 

stone-crushing plant. TT 0.8: SP 0. April 1920 to Nov. 1921 Asst. Chf. Field Engr., 
ne Cerro de Pasco Copper Corporation, Oroya, Peru, ‘on construction of smelter and railroad facili- i 
ties. 1.5: P15: RO 1: to Aug. (1922 Chf. Engr., Terrell (Tex.) Independent 

eal Road Dist. TT 0.6: P 0.6: RC 0.6: DO. 6. Oct. 1922 to Feb. 1926 Structural Engr., Cia Be 

i Minera de Petiolse, 8. A., Monterrey, Mexico. TT 8. 5: P 3.5: RC 3.5: D 3.5. March 1926 to ee ‘al 

Cons. Engr., at San Antonio, Tex. TT 0.7: P 0.7: RO D 0.7. TT ‘11.2: 8P 2.8: 
=~ 8.9: RC 5.8: 'D 5.8. Refers to BE. R. Chamblin, G. G. Edwards, J. K. Finch, R. P. “Howell, 


WADDINGTON, ‘JOHN ‘CROSSLEY, Jun., Chellow Dene, Barnsley ‘Rd, Sheffield, Eng- 
(Elected Nov, 21, 1921.) (Age 25. Born Queensbury, Yorkshire, England.) 1922 
: Associate in Eng., Univ. of Sheffield. TT 2: SP. 2. — Oct. 1915 to Oct. 1918 Eng. Asst. With a 
at: A. Waddington, Engr. and Contr., Sheffield, England, general structural work on reinforced 
concrete buildings. TT 1: BE July 1922 to date member of firm, A. Waddington 
et Son, Civ. Eng. Contrs. , having direct control of engineering work ; firm has completed con- 
tracts for Rotherham Rural Dist. , Council and ‘Sheffield and Doncaster Corporations, ‘includ-— < 
ing construction of additions and “extensions to sewage-disposal works at Laughton (£2 oo 
and sewerage system and disposal “works” at Wickersley (£8 500) ; “sludge pumping station 
- for’ Elec. Supply Dept. at Sheffield (£360), reinfor reed concrete double-span bridge at Rydal — 
Road, SheMeld (£4 400), rebuilding of Don iver retaining walls (£1350); new screenin} 


in ‘ot road location and construction. 0.5: P 0. 5: RC 0.5. ‘Aug. 


chts., Rochester, N. Y., 74: SP 27: P 4.7: | 
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a detrites tanks for (83 600), 1 

% ing walls and heavy building foundations for Abbey Glen Laundry, Sheffield (£4 700), main 
-sewage-pumping station involving heavy foundations, caissons, piling, retaining walls 

000), water- -pumping Station (£1 800), water main at Bentley (£5 900); contrasted 


‘tunneling, reinforced concrete piling, steel sheet piled cofferdam in River Jees, and 
: 4.5 RO 4.5. TT SP 8.1: 4.5: RC 4.5. Refers to A. 
(Applies: in accor nce Sec. 1, Art. of the ‘By- -Laws. 
1 WEST, RANDOLPH COOPER, Jun., 3 Shadowlawn ‘Drive, Houston, Tex. (Blected 
Feb. 25, 1924. ) (Age 29. Born Savannah, Ga.) 1920 C. E., Cornell Univ. TT 2: SP 2. e 
os to July 1917 rod and ‘instrument. work at Camp McLellan, Anniston, Ala., with George 
Glover Constr. New Orleans, La. TT 0.2: SP 0. 2. Oct. 1920 to Feb. 1923 with Jas. 
Stewart & Co., , Inc., until Oct . 1921 on construction of office building for Humble Oil Co. ey 
Houston, Tex., checking and estimating ; from Oct. 1921 to Feb. 1922 in charge of remodelling 
7 ‘First National Bank Bldg., Houston; Feb. to April 1922 Gen. Foreman and Supt. on addi- — 
: tional interior work on Humble Bldg., Houston; and after” April 1922 Engr. on construction | 
of. San Jacinto Life Ins. Co. Bldg., Beaumont, Tex., Cost Accountant, checking estimating 
- ete. ‘and (2 months) Chf. Clerk. TT 2.8: SP 0.6: P (1.7: RC 0.5. ' Feb. to July 1923 with 
‘Thos. M. Murray, Houston, on warehouse and residence construction, estimating, purchasing — 
materials, etc. — oT Oz 4: P 0.4: RC 0.4. Aug. 1923 to June 1924 with Doullut & hear 
Co., Inc., Houston, estimating, detailing form work and progress chart on concrete docks, etc. 
TT 0.9: P 0.9: RC 0.5. July 1924 to date Secy.-Treas., G. C. Street Constr. _ Co. a3 Houston, | i 
acting as Estimator and Purchasing Agent. 2.4: P RO 24. TT 8.2: SP 2.8: 


5.4: RC 3.8. Refers to L. W. Balcom, E. A. Frets, J. Sullivan, C. Urquhart, A. J 


B., he Board of Direction will consider the applications in this list not less 
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